Missouri Unit 
Pushes Scraiiton 


KANSAS CITY (AP)—A move 


to gel support in Missouri for 
nomination ol Gov. William W. 
Scranton of Pennsylvania as the 
Republican 
presidential 
candi- 


date was launched Monday. 


Stanley Christopher, a Jackson 


County GOP parly leader and 
stale commit! eeman. 
said 
he 


was preparing incorporation pa- 
pers for a stale "Scranton-for- 
President" organization 


The move was timed to coin 


cide with visits this week of Gov. 
Scranton and Warren J. Sin - 
sheimer, New York, head of the 
natonal 
ScraiHon-far-President 


campaign. 


Peking Blasts 
'Feudal' Nikila 


TOKYO 
(AP> — Uort China 


•.'ailed 
Soviet. Premier 
Khru- 


shchev a man with "a feudal 
psychology" 
who 
befriended 


Chinese Communists opposed to 
Mao Tze-Tmifi's leadership. Pe- 
king predicted Khrushchev and 
nis 
parly 
lenders 
"will 
be 


buried," 
presumably 
by 
the 


Chinese. 


The blistering attack Monday 


on Khrushchev broke a lull in 
the 
Moscow-Peking 
war 
of 


•I'ords, which flared last year. ]t 
swept aside Khrushchev's de- 
mand 
for an 
end to 
public 


polemics between the two Com- 
munist giants. 


10 Die In Fiery 
Plane Crash 


GAINESVILLE, Fla. (AP) — 


Nine passengers and the pilot 
wore killed Monday in the fiery 
crash of a South Central Air- 
lines plane shortly after take- 
off at Municipal Airport. Wit- 
nesses tried gallantly to free 
the trapped i>eople but were 
driven back by intense heat. 


"Wo were trying to get the 


door open bul it was too hot/' 
said 
?>I iss Jo Ann Rowell, an 


airport secretary. "We could 
see 
two people inside. They 


were burning." 


No Blackface 
In Minstrel 


NORFOLK, 
Conn. 
(AP — 


There will be no Mr. Bones and 
Mr. Sambo or any of the tra- 
ditional blackface comics in the 
minstrel show at the Town Hall 
this weekend. 


In fact, there will not be th,. 


traditional minstrel show at all. 


Protests raised by civil rights 


groups forced the teenage spon- 
sors of tbe minstrel to convert 
it to a "variety" show. 


The switch was made, how- 


ever, over the protest of some 
of the Negro members of the 
cast of 50. 


Door Slill Open 
In Panama Talks 


WASHINGTON 
(AP) — M[- 


Kucl j. Moreno, Panama's am- 
bassador to the Organization, of 
American Stales, said Monday 
"I he doors arc still open for ne- 
gotiations" even though his na- 
tin 
has 
accused 
the 
Unitcc 


States of aggression and has 
broken diplomatic relations. 


Moreno made his statement in 


an exclusive interview with The 
Associated Press on the eve of a 
cruc-ial OAS vole on (lie dispute 


The OAS council has been 


summoned to mecl ol 3:30 p.m. 
Tuesday to vole on a Panamani- 
an request for an emergency 
meeting of the hemisphere's for- 
eign 
ministers. 


Tugs Absent As 
Liners Moor 


NEW YORK (AP)—Without 


tugboats because of a strike, the 
liners 
Queen 
Elizabeth 
anc 


Crlstoforo Colombo banged into 
piers, but landed 1,474 passen- 
gers safely in New York Mon- 
day. 


Nobody was hurt and damage 


was slight. 


"Quite a thrill," said Commo- 


dore 
Frederick 
Watts, 
after 


docking the 
1.031-foot 
Queen 


Klizabelh, world's largest liner, 
with 0-10 passengers from Eu- 
rope. 


No tugs were on hand because 


3.-100 crewmen struck Saturday 
in a wage dispute. 


Stock 
Market 


NEW YORK <AP>~Thc stork 


mnrket 
Monday displayed the 


-am*1 
uncertainty 
and 
mixer 


rends 
il 
shuweit 
last 
wrek", 


rrarlirig was modern to. 


The 
Dow 
Jones 
inchiM ria! 


Average fell .62 to 7SI.72. 


Prices moved irregularly low- 


?r on tbe American Stock Ex- 
chnnge. Volume was 1.15 mil- 
lion shores compared with 1.18 
million Kriday. 


(Stock list Page 13) 
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HELPFUL WITNESS—Marina Oswald, wife of late Lee Oswald, ucaised 
slayer of President Kennedy was described as ,1 helpful witness behind 
closet! dows in Washington. She was questioned yesterday by Hie War- 
ren Commission which is investigating Hie President's murder. 


(AP Wirepbolo) 


Goldwater Blasts Johnson 
For Tumbling, Failing' 


MINNEAPOLIS (AP) — Ari- 


zona 
Sen. 
Barry 
Goldwater, 


wooing Minnesota Republicans 
in his bid for the GOP presi- 
dential 
nomination, 
accused 


President Johnson 
Monday of 


"fumbling" 
and 
"failing" his 


way into crises in South Viet- 
nam and Panama. 


In his toughest campaign at- 


tack 
on 
Johnson's 
foreign 


policy, Goldwater said the ad- 
ministration 
is 
"off 
making 


promises to buy votes at home 
while the world smolders and 
burns." 


"I charge that this adminis- 


tration is fumbling, is failing," 
he told some 1,000 who crowded 


Goldwater 
luncheon. 
"I 


charge that, freedom is falling 
around the world." 


Goldwater's jabs at Johnson on 


Panama ;and Viet Nam marked 
a new tack in his campaign. 


He unleashed this attack: 
"There is a new coup in Viot 


Nam anri (be war there is drift- 
ing toward disaster. . . Where 
is our foreign policy? Caught off 
base again." 


He said the men who advised 


Johnson on Viet Nam ----- where 
the United States is backing a 
fight against Communist rebels 
—are the same "foreign 
pol- 


icy fumblers 
who 
neutralised 


Laos..." 


.5 Million Hike 


In Public Aid Urged 


HARRISBURG (AP) — Gov. 


Scranton recommended a 54,5 
million boost in public assist- 
ance benefits Monday after a 
stale welfare organi-Aation ac- 
cused him of what it termed 
"budget politics" in such aid. 


In a statement the governor 


said 54.5 million will be loft over 
from public assistance 
approp- 


riations at the end of the 1963-64 
fiscal year which had not been 
forecast previously. 


"I am asking the legislature 


lo carry over the 54.5 million 
into the nest budget (for 1964- 
65) so that it can bo used lo pro- 
vide belter nursing home care 
for public assistance clients who 
need it and so that tbe allow- 
ance for bousing persons on pub- 
lic assistance can be raised," 
the governor said. 


His statement came about five 


hours after the Pennsylvania Ci- 
tizens Council criticized Scran- 
ton for not using- unexpended ap- 
propriations for the 1063-64 bud- 
get for public assistance Im- 
provements. 


William Keisling, assistant to 


the governor, contended, how- 


ever, that "the governor reach- 
ed his decision to request the 
legislature to act prior to being 
informed of the citizen's council 
release." He added: 


"The 
CPCC) release wns en- 


tirely unnecessary, particularly 
since Gov. Scranton has worker! 
on 
this problem 
for several 


weeks." 


Scranton said that if Uie legis- 


lature agrees to the 
benefit 


boosts "it will mark the first in- 
crease in public assistance pay- 
ments for housing in some four 
years." 


Tbe council said: 
"Tho 
continuation 
by 


Scranton administration ot 


the 
tbe 


practice ot forcing thousands of 
families to live under conditions 
of severe physical deprivation 
of one of the most heart-render- 
ing by-products of budget poli- 
tics." 


The council is a statewide or- 


ganization for the promotion of 
public welfare . The oi^ganiza- 
Uon's statement was released by 
A. David Bouterso, ils executive 
director, and Jack Wicks, direc- 
tor of information services. 


Viet Cong Attack 
Soldier Wins Medal 
For Killing Raiders 


SAIGON", South Viet Nam (A 


—A soldier from Kansas won 
the Army Commendation Modal 
for killing two Viet Cong raiders 
who wounded an officer in a 
brazen grenade assault on an 
American military compound. 


Spec. 4 Gale D. FHnn, 24, of 


Fowler, Kan., received the dec- 
oration Monday from Maj. Gen. 
Charles J, Timmcs, who said 
the Communist attack — bold- 
est on Americans since 1059— 
likely would have been worse 
without Flinn's courage and de- 
termination. 


Timmes, commander of the 


U.S. Military Advisory Assist- 
ance Group in Viet Nam, flew 
to the mountain city of Kontum, 
260 miles northeast of Saigon, 
to present the medal—highest 
he could give without higher nu- 
thorily. 


At his horn e Tn Fowler, the 


soldier's mother, Mrs. Eugene 
Flinn, said the news I hat lier 
son wns fighting came as a 
shock. "As far as 
we knew, 


Gale wasn't where there was 
much fighting." 


Tho raid was the most daring 


Communist exploit against an 
American 
u n i t 
since terrorists 


invaded a movie showing at an 


American billet five years ago 
and killed a U.S. major and a 
sergeant. 


Flinn was walking guard duty 


alone abaut 4:30 a.m. when four 
Communist 
guerrillas 
cut 
a 


barbert-wiro fence enclosing the 
eight-building compounds hous- 
ing a detachment of 130 U.S. 
officers and men. 


While ono Viet Cong dug in 


beside the fence and kepi Flinn 
pinned down in a hot firefight, 
the other three gurrrillas dart- 
ed for a building occupied hy of- 
ficers. Flinn's shols at 
them 


missed. 
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BE SURE TO READ . . . 


. . . Commissioners study 


rroponinff Stokrs Mill—Pago 
3. 


. . , Boh Clark reports 


Van 
D. 
Vet(e.r 
running; 


stronjc for assembly—Pa^e 
1. 


. . . .John I'rico bounces 


back—i'age 3. 


"Where 
has 
Lyndon 
beei 


while 
Panama 
burned?" 
he 


asked." "Fiddling with his r 
lilical promises, telling the na 
tioti thai Republican criticlsn 
amuses him — or maybe listen 
ing 
to 
his 
Bobby 
Baker 


stereo set." 


Gnldwater said U.S. policy 


Panama is "stuck in the muc 
of indecision as visual." 


Goldwater told a news confer 


ence: 


"Wo have wailed long enougt 


for a solution hi Panain." I'c 
like to know what's going on 
We just haven't been tokl." 


He charged anew that the ad 


ministration is let liny 
NATO 


disintegrate because it J>as no 
provided "firm 
enough 


ancr.s" of U.S. Intent to detent 
western allies. 


He pointed to French recog 


nitin of Red China. "Can yoi 
bUmie" 
DcGaulle?" 
he 
asker 


"DcGauile is one of Ihos-e ran 
men, bis country comes first. 
Half Million 
Skip School 
In New York 


NEW YORK (AP) — Nearl 


half a million pupils skippec 
public school classes Mondaj 
during a spectacular, 
ane-daj 


niiiss boycott aimed at forcing 
quick and complete racial inle 
gnu ion of the nation's larges 
educational system. 


More than half a million oth 


ers made their way to their 
classrooms 
through 
peace fu 


picket lines of fellow-students 
teachers and parents -- Negro 
Puerto Rican and white. 


There was singing, shouting 


and placard waving—hut no re- 
ports of violence. 
Some 
8,00' 


pnliccmen were on alerl lo riea 
with any disturbances. 


In 
niiddny, 
demonstrator 


moved their picket lines Iron 
the schools to Cily Hall, Board 
of Kducation headquarters 
ii 


Firooklyn, itnd Republican Gov 
Nelson 
A. 
Rockefeller's 
mid 


town Manhattan office. 


None of (lie city's fi.">0 public 


schools actually closed and the 
Board of Education president 
James 
B. 
Donovan, 
callec 


(he boycol I "most ly a 
fiz-.zlc." 


Civil Rights Bill Under Fire, 
Capital Gains Cut Dropped 


First Onslaught 
Senate Slashes Tax 
For Yanks Overseas 


WASHINGTON (AP) _ The 


Senate voted Monday to wipe 
nut a House cut in capital gains 
laxcs and to slash personal in- 
come tax exemptions for 45,000 
Americans living abroad. 


These money - gainers were 


the two big votes in the first 
day of tbe Senate's showdown 
on the Sll.G-billion tax cut bill. 
pjirlly offsetting this was a de- 
cision to soften the tax bile vot- 
ed by the House on big insur- 
ance 
policies 
which business 


firms buy for .some executives. 


Then tbo Senate began debate 


on the controversial proposal by 
Sen. 
Abraham 
Riblcoff, 
D- 


Conn., to allow tax savings of 
up to £323 a year for each stu- 
dent a family has in college. 
The final vole on this is sched- 
uled Tuesday. 


However, he fore Ribicoff be- 


gan 
his 
speech, Sen. 
Vnnce 


Harlke, D-ItuI,. offered an al- 
ternative proposal which admin- 
Erhard 
Guard 
A Suicide 


DORTMUND, Germany (AP) 


~-E wal d PC t ers, top b odygu n rd 
on Chancellor Luchvig Krhard's 
December 
trip 
to 
President 


Johnson's 
ranch 
in 
Texas, 


hanged himself Monday in the. 
jail cell where he was held on 
suspicion of slaughtering Jews 
during World War II. 


The state prosecu tor's office 


said Peters committed suicide 
with a bed .sheet tied to his cell 
window during the night while a 
guard was fetching a jacket he 
had asked for, in a ruse lo get 
a few moments alone. 


The balding 49-year-old chief 


security officer for Erhard and 
President Heinrich l.uebke was 
suspected of taking part in the 
mass murder of Jews in the So 
viol Ukraine in 1942-43 while c 
Nazi 
criminal 
commissioner, 


roughly the same as an army 
lieutenant of military police. 


slration leaders planned lo use t 
in an effort to draw voles away 
from 
I he Connecticut senator's 


plan. 


Hactkc's bill calls for a pro- 


gram of undergraduate scholar- 
ships, long-term student loans, 
government insurance of com- 
mercial loans obtained by stu- 
dents and 
a 
federally 
aided 


work-study program. 


The Indiana senator said his 


bill would cost $3ii3 million the 
first year compared with 57jO 
million which is the estimated 
revenue reduction under Ribi- 
coff's proposal. Harlkc said the 
maximum cost of his proposal 
would go lo 5650 million com- 
pared with SI.3 billion for Ribi- 
cff's amendment. 


The vote to eliminate the 


House capital gains provisions 
accepted a Johnson Administra- 
tion. The 56-25 vote provided a 
margin administration 
backers 


hope will be impressive when a 
conference committee seeks lo 
reconcile Senate and House dif- 
ferences on the measure1. 


The vote to slash exemptions 


for Americans living in foreign 
countries was a surprise, on a 
47-41 margin. It was offered by 
Sen. Albert Gore, D-Tcnn., who 
said present personal exemp- 
tions are "a tax bonanza" that 
is unfair to Americans at home 
who have only a ?GOO coemption 
for themselves nnd for each de- 
pendent. 


(lore's amendment would vp- 


duce from 535,000 to 56,000 the 
exemption 
on income 
earned 


abroad for those who have re- 
sided 
abroad 
for more than 


three years. It 
would 
reduce 


from 520,000 lo 54,000 the ex- 
emption of those who have re- 
sided abroad up to three years. 


It is estimated that Goro's 


amendment would pick up nn 
cxtrn $10 million in revenue an- 
nually. 


The lax exemption docs not 


apply to government employes 
and those ,[n the armed forces. 


The Senate vote, 69 lo 16, 


against an effort by Gore to re- 
store a House provision aimed 
at big group lenn life insurance 
policies purchased for company 
executives by their firms was 
an administration setback. 


On Bill Unsuccessful 


WASHINGTON (AP) — Op- and that records of orally given 


Sen. Goldwalcr 


Scranton 
Feels Barry 
Is Leading 


PHILADELPHIA (AP)—Gov. 


William W, Scranlon ot Pennsyl- 
vania said Monday be thinks 
Sen. Barry Goldwater of Arizo- 
na is still ahead in the race for 
the R e p u b 1 i can presidential 
nomination. 


The Republican governor, here 


for a speaking engagement, said 
in nn interview that Goldwater 
probably has more potential del- 
egates thun anyone else at the 
present time. 


Scranlon said (hat a number 


of persons from outside I he slate 
had visited him in the state 
Capitol, including slate Republi- 
can chairmen, but he added, 
none had offered, him support. 


"Frankly I don't think they 


would offer it since I am not a 
candidate 


In Hnrrisburg the governor's 


office released copies of letters 
sent to Murlin and also to Peter 
Randall, Durham, N. H-, who 
hnd announced his support of 
Snranton. 


ponents launched a series of 
attacks on I lie administration- 
bncked civil rights bill Monday 
in an unsuccessful drive to nar- 
row its soojx?, 


The House defeated amend- 


ments which would have: 


1. Eliminated a provision per- 


mitting the attorney general to 
request a throe-judge panel to 
hear voting rights case. 


2. Erased all provisions deal- 


ing with voter qualifications. 


3. Restricted the bill's voting 


rights coverage to elections held 
solely for choosing federal offi- 
cials, 


The Hou.se quit for the day 


without completing action on the 
voting rights section. It defeat- 
ed three more pro]>osnls, includ- 
ing one by Rep. John Dowdy, 
D-Tex., which would have made 
the federal government respon- 
sible for policing local and state 
elections to make sure no dead 
men were voting or ballot boxes 
being stuffed. 


Dowdy and other southerners 


spoke out against the tvils of 
"voting tombstones" 
nnd 
tbe 


need for federal action to stop it, 
while the champions of the bill 
marie equally ringing pleas for 
protecting states rights by leav- 
ing such problems to the states. 


The other amendments de- 


feated would hnve required that 
one of the members of the three- 
judge panel be the judge In 
whose court the case \v,*s filed. 


Good Morning! 


Tho first tiling a new sec- 


rrlnry lypos Is her boss. 


Castaway Surfers Saved 
After Long Night At Sea 


LOS ANGELES (AP) — Two 


young surfers, blown to sen al 
dusk Sunday by 50-milc-an-hour 
w i ml s, were re sc n cd at 
d R wn 


Monday after spending the night 
lashed wri s t to w r i st. 


A fishing boat plucked them 


from the ocean off Los Angeles 
harbor. 


Craig Thompson, 1G, and Dav- 


id Sleele, 13, were blue from 
cold, their teeth were chattering 
anrt their legs and hands were 
raw and red from gripping their 
surfboards. 


They 
and 
t h e ir 
roscu e rs 


agreed that they were spared 
death from exposure 
because 


they wore skin diver jackets nl 
rubberized fabric that kept their 


I torsos warm. 


The youths, both from subur- 


ban West Covina, paddled out 
through heavy surf Sunday lo 
try to ride waves at n popular 
surfing 
spot 
nL 
Iluntinglon 


Bench, 23 miles southeast of Los 
Angetcs. 


When they got heyond 
I he 


breaker tine the wind rose. 


Friends 
on 
the beiu'h saw 


them paddling frantic-ally, try- 
ing in vain to fight against it. 
They last were scon a mile out 
in the gathering gloom. 


He and Thompson said they 


finally gave up Irving lo make 
it ashore because both wind ami 
current were; against (hem, and 
(hey figured it would be suicidal 
t ry i ng to gc I in t hron gh 
t he 


crashing breaker line in dark- 
ness. 


They decided (hat the worst 


thing that could happen would 
be for them to get separated. So 
one took the d raws! ri ng from 
his swimming (nmks and they 
tied their wrists together. 


Several 
helicopters, 
planes 


anri Coast 
Guard 
and 
Navy 


craft, 
hunted 
throughout 
the 


nighl, dropping more than 200 
flares. 


One 
d ropped 
d irec 11 y 
over 


them—"But it seemed nobody 
wn,s around to see us." 


A helicopter, floodlight shin- 


ing, also 
j Kissed overhead but. 


missed 
them. A 
hoal 
passed 


wilhin 20 yards, but didn't hear 
their cries. 


literacy tcsLs be kept only if the 
applicant requested it. Both lost 
on voice votes. 


When the House stopped for 


the day there was still at least 
one more amendment to the vot- 
ing section pending, but it was 
expected the action would shift 
Tuesday to the 
controversial 


second 
title — banning racial 


discrimination In places of pub- 
lic accommodation. 


Voting on amendments began 


after ihe House spent Friday 
and Saturday in general debate 
on the measure and is expected 
lo continue through this week. 


Leaders have promised a final 


vote by Feb. 11. The measure 
faces an almost certain south- 
ern filibuster In the Senate. 


Rep. Edwin E. Willis. D-La., 


leading the southern Democrats 
opposing the bill, offered the 
first 
amendment a i m e d at 


knocking out the three-judge 
panel provision. This was de- 
feated by a standing vote of 176 
to 125. 


Next the House turned back, 


123 to 50, an amendment by 
Rep. 
Basil Whitener, 
D-N.C. 


which would have eliminated all 
voting provisions from the bill. 


These include proposals re- 


quiring that all voter qualifica- 
tion tests be given impartially to 
while and Negro voters and de- 
claring that a sixth-grade edu- 
cation can be presumed to meet 
the requirement for literacy. 


Saylorsburg Phone 
Calls Free By 1966 


DALLAS, Pa. — Saylorsburg 


and SUroudsburg exchanges will 
share toll-free telephone service 
starting in early 1966, William 
Umphred, general commercial 
manager of the Commonwealth 
Telephone Company, said yes- 
terday. 


The Commonwealth company, 


serving the W y a n d o t t e ex- 
change in Saylorsburg; 
made 


the decision to institute? (tie free 
service after 77 per cent of the 
subscribers in the Saytorsburg 
area voted "yes" for the pro- 
posal. 


The proposal lo reduce 
t he 


present 18 per cent charge be- 
tween Saylorsburg and Strouds- 
burg was first made over 
a 


year ago by the Wc.st Knd Lions 
Club. Both Bell and 
Common- 


wealth said they would institute 
the service if a majority oC sub- 


ribers in the Saylorsburg ex- 


change voted for it. 


Tho poll of subscribers 
wns 


conducted during January, end- 
ing Januaiy 31. "There are 1,- 
l>13 total subscribers in Saylors- 
burg," Uninhred said, "and SOO 
voted affirmatively for the serv- 
ice. That made 77 per cent vot- 
ng 'yes.1 Actually, we received 
inly 875 replies to the p o l l , 
meaning that 91 per cent 
of 


those voting favored the 
pro- 


posal." 


Unipfneri said that it fakes IS 


to 24 months lo institute such a 


toll-free service, and a target 
date of early 1966 has been set, 


"We have to institute a cen- 


tral office in Saylorsburg1, and 
the Bell system, which servet 
Slroudsburg, will have to do tha 
same for its area," 
Umphred 


noted. 
"Both 
Commonwealth 


and Belt will have to erect ca- 
bles from their offices to a cen- 
tral point at the juncture of tha 
companies' territories." 


Ife said Saylorsburg currently 


has 7,425 people in its toll-free 
area and Stroudsburg will add 
8,627, making a total toll-free 
area of 16,052. 


The service will mean a 25 


cent a month extra charge for 
individual home phones — from 
55.25 to 55.50. 


Two-party phones, now 54.50 


a month, will go up 25 cents to 
$4.75; four or more 
p a r t y 


phones will go from $3.70 
to 


53.05. Business phones will go 
up 51 from 53 to 59. 


There will be no rate increase 


for Stroudsburg 
subscribers. 


"The 
additional 1,043 subscrib- 


ers from Saylorsburg will not 
be sufficient to put Stroudsburg 
in a new rate band, while the 
additional S.627 Stroudsburg 
subscribers will jump the Say- 
lorsburg rates," Umphred said. 


The new plan does not include 


Palmerton Telephone Co. sub- 
scribers in Pnlmerton, 
Krosgre- 


vtlle, Bowrnanstown and Kun- 
klctown. 


Neiv Hampshire Frce-For-Att 


Rocky, Barry Face X-Factor In Primary 


EDITOR'S NOTE: Next month 


I ho people of New Hampshire 
will vote in the nation's first 
presidential 
primary- 
election. 


The voting will cop months of 
oratory, handshaking and bone- 
wearying travel for Republican 
presidential 
hopefuls, 
particu- 


larly Sen. Barry Goldwater nf 
Arixona and New York's Gov. 
Rockefeller. 
No mailer what 


the 
outcome 
Goldwater 
and 


Rockefeller will pit forces again 
in primaries in Oregon and Cali- 
fornia. 


Associated P r e s s 
political 


writers have assessed the situa- 
tin in each slale in a series of 
Ihrre articles. Following is the 
report from New Hampshire. 


New HaJiipshirfi Primary 


By RELMAN MOHIN 


CONCORD, N.H. (AP) — Sen. 


Carry Goldwater of Arizona and 
New 
York's Cov. Notion A. 


Rockefeller are diligently culti- 
vating the political vineyards of 
New Hampshire these days. 


They will see the results of 


their labors March 10 when 
New Hampshire holds the na- 
tion's first presidential primary 
election. 


Both candidates arc aware o( 


the big X-/actor — the large 
number of voters who say they 
haven't made up their minds. 


Golrtwaicr aides said polls in 


two communities show him lead- 
ing Rockefeller. But two-thirds 
of the total polled wore listed 
as "undecided." 


To 
furl her 
complicate 
the 


equation, the names of five oth- 
er well-known Republicans are 
in the primary. 


Thus, the March 10 results 


may be so hashed up that nei- 
ther Rockefeller nor Goldwnler 
—much less their differences in 
p o l i t i c a l philojophy — will 


emerge with a clear-rut seal of 
approval. 


Many Candidates 


Seeking the state's J4 nomi- 


nating convention delegates are 
Sen. Margaret Chase Smith of 
Maine, and Harold E. Stas.sen, 
who first tried for the GOP 
presidential nomination in 194-1. 


Former Vice President Rich- 


ard Nixon and Ambassador Hen- 
ry Cabot Lodge are represented 
by supporters running ns dele- 
gates favorable to them. For- 
mer New Hampshire Gov. Rob- 
ert O. Blood, a perennial win- 
ner, is in the lists as an uncom- 
mitted delegate. 


In recent campaigning, Gold- 


water was serious, jut-jawed, 
unsmiling. More often than not, 
he spoke in a monotone Audi- 
ences seemed to listen. He did 
not react to the laughter and 
applause that followed his ob- 
servation, "the only thing you 
can get from being In lh« mid- 


dle of the road is hurt" 
Fre- 


quently, he resembled ihe sec- 
rctary reading the minutes of 
the last meeting, 


Colorful Rocky 


Rockefeller, by contrast, vol- 


leyed nnd thundered, fished for 
laughs, pulled out forensic stops 
—the vocal crescendo and the 
pause for applause. He Hashed 
his million-volt smile, bought ice 
cream cones for kids, kept a 
running comment. 
"Nice to 


see you . . , thanks for coming 
out . . . I'm in this all Ihe way 


okay, okay 
IM liketo 


shako hands with these two love- 
ly ladies . , . thanks, okay." 


Goldwalcr worked largely in 


meetings in (own halls, chuivhes 
and hotels. Each time, after a 
brief plea for support, he said 
he would answer questions on 
his views. (Most frequent que- 
ries: on the United Nations, Cu- 
ba, Social Security, ihe test-ban 
treaty, civil richU and, foreign. 


flirt.) Soberly, he delineated his 
position on complicated issues 
and rereated not one whit from 
what, he ha.s said before. 


Street Stroller 


Rockefeller found that street- 


si rolling is a fust and effective 
way to meet voters in New 
Hampshire. He shook hundreds 
of hands on Hie sidewalks, in 
stores, parking lots, rcslaurants, 
signing autographs anil causing 
minor traffic jams. 


Both candidates attracted sub- 


stantial and generally friendly 
audiences. 
T h e r e wa? lUtle 


heckling. 


Both wives are proving help- 


fui to their husbands. 


Mrs. 
Margaret te 
"Happy" 


Rockefeller, wearing a tweed 
maternity dress, strolled wilh 
the governor, 
climbed stairs, 


shook hands, said she 
enjoys 


campaigning. "Hard work? No, 
this Is fun." 


Mrs. Peggy Goldwalcr wore 


mink. She was friendly 
with 


well-wishers but, like her hus- 
and, not effervescent. 


The Rockefellers rode in the 


press bus, The Goldwaters trav- 
eled In a sedan. 


Piiir Contrasted 


Whereas Rockefeller 
reached 


for every available hand. Gold- 
water entered a factuiy and 
spent more lime fondling gadg- 
ets 
than 
talking 
to 
people. 


Whereas Rookefeller met people 
en niiuse, Goldwater took time 
to visit a polio victim in an 
uppor-ftoor apartment, and to 
trade notes with & fellow radio 
"bam," 


Goldwater refrained from At- 


tacking Rockefeller, even when 
reporters' questions gave him 
the opportunity. Rockefeller, in 
a format speech, hit out al his 
rival, both by Inference and by 
name. 


Tomorrow: The kltuallon Ln 
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State Scranton 'sName 
News 


Roundup 


Off N. H. Ballot 


Stale Trios 
, 1 . i rii 
bl^el lags 


"HARRTSBURG (AD - Penn- 
sylvania Ruins niny be spoiling 
si eel Ihrnsr plates by 1970 if a 


tr<-f of tho plates durnbilMy next 
yrar proves SVK'Ci^sfill, 
, The Mrel tn^-s will be issued 
t/i IfXUHH) rar owners on a lvJa.1 
basis in 
UHiT>, 


. A r t h u r Sampson, deputy pro- 


pi1 My 
find 
supplies 
secretary, 


>aid i Isl it lite- lest is favorable, 
11io stool plat PS would replace 
I he current nluminuin lags in 
I'VTO. 


"Il emit, be done any 'sooner 


ber-HUF-e were already commit.-! 
tr>1 M aluminum plalrs in !')(">.' 
hf 
said. "The itiaievials have 


been 
bought 
and 
they 
< I he 


plntr.O nh'oacly jive under pi'o- 
di'ftinn in Ihe stales I'on'cvUon- 
al nulituiinns. 


IlAHIliSBl'RG 
< A P ) — Two 


delegates plodfiod In Cov. Si-ran- 
lon in the New Hampshire presi- 
dential primary 
have acceded 


to Sa-amon's request that his 
name not 
tx? included uii the 


iniHot. 


The governor's office- released 


Monday copies of letters sent by 
A'ty. Con. Walter K, Alessan- 


to 
the 
I wo 
nnnouoed 


Srranlon delegates. SyKio C. 
Martin. .Mm-liesiiT, X. II., ami 
IVloi- Randall, Durham, N. II. 


Martin already had 
filed 


support of ScL'imlon but with- 
drew his candidacy nl Scran- 
ton's r e <( u e s t. 
Alessantlroni 


wrote him ; 


ciative of yonv cooperation and 
wants you to know that his re- 
quest docs not mean that he is 
unapproi'iath e 
of 
your 
very 


thoughtful consideration In ae- 
fordiiig him the high honor you 
have." 


The letter to Randal t "must 


.strongly" urged him not to file 
for Scranlon, adding; 


"This would be in accordance 


with liis consistently staled posi- 
tion i.liiii he is not a candidate. 
The governor, of rnuiso. wan Is 
you !u know that he is flattered 
hy Ifie hiph honor of being con- 
sidered by you as. favorable lo 
his I'andidai-y and hopes lhat 


Voters Disagree With Gold water Positions 


{Second of Ihrrr NjK'ciiil rp|»rls 


from New Hampshire) 


By Lums Hurris 


WASHINGTON--A major rea- 


son for Sen. Barry Go!t|\\-ft(et''s 


•enl 
fSippEige 
iti 
l he 
Now 


Hampshire HopubLican primary 
—as reported yoslerday can be 
traced to growing disagreement 
with his positions on the issues. 


When presented with -1L re- 


c'onl siamis taken hy tbe Arizona 
senator, voters in the. Granite 
Stale part company with tlnld- 
walor OH Iho majority. 
Agree- 


I \villi UnldwaUT lias been 


dropping nn nearly every issue 
sini'o ho began rampaigning uc- 
livf'ly for I lie I'lTsidetu-y. 


By- contrast, Ihr- same voters 


say they po along wilh -seven out 
of 10 stands drawn from 
Ihe 


you will understand his position] record «f (Jov. KeUoti Ilocko- 
ntid that you will accede lo his 
f 
( 


governor 
most appre- E request." 


Will Miss Blatt 
Buck Democrats 


Hoc kef oiler, 
who 
has 
cut 


Goldwalcr's load hi half during 
the [last, two months, has never- 
theless not convinced most Now 
Hampshire, voters lhat he is 
much closer to their "middle-uC- 
• 


trie-road" position on Ihe polili- 
cal sped rum than his more con- 


Scranton Urged 
To Make Bid 


BRQOKV1LLK. Pa. (AI1)—Re- 


publican chairmen of ciRttt \vcst- 
crn 
Pennsylvania 
c o u n t i e s 


adopted a resolution S? tin-day 
night urging Gav. Scranton to 
become an 
active presidential 


candidate before the GOP na- 
tional convention in July. 


The eight counties comprise 


the 23vd congressional district. 


They are Vonango, Clarion, 


Forest, Warren. McKean, Elk, 
Jefferson and Cleartteld. 


Banking Assets 
Hit Record High 


HARRISBURG (AP) - Total 


assets at the 220 state-chartered 
banks reached a record high of 
510,459-000,000 during 1963, the 
51 ate Banking Department re- 
ported Monday. 


This represented a post Worlc 


War n record Increase of SG26 
million, the department said. 


It attributed almost all of the 


increase 
to increased 
savings 


deposits. 


During the year the total num- 


ber of branch offices tm.reasec 
by 47, from 433 to 480. 


Man Dies In 
"Copter Crash 


KUTZTOWX, Pa. (AP) — A 
small helicopter crashed Inlo a 
high-power 
line Ihen fell 
In 


flames near a factory at Lyons 
Monday, killing the lone occu- 
pnt, tenativioly identified as a 
vVilkes-Barre transportation ex- 
ecutive. 


The body was burned beyond 


recognition in the fircy plunge, 
but various reports indicated the 
pilot was Frank Martz, 4<J. presi- 
dent of the Mart?. Transportation 
Co., the White Transit Co., and 
the Frank Marlz Motor Truck 
Co. Also a package bearing his 
name was found nearby. 


Martz left Wyoming Valley 


Airport in the two-scat helicopter 
bound for East Pcim Manufac- 
turing Co. Monday afternoon. An 
unidentified witness said he saw 
'.he helicopler corning in inward 
the factory and it sounded like 
the engine was faltering. As it 
n eared the factory it hit the 
power lino, killing electricity for 
a short while in the area. 


The Lyons fire department put 


•aut the blaze. 


Flemin Bows 


HARKISRUU; 'API • - Inter-1 
There 
are 
lv 


nnl Affairs Secretary (.lenevieve j thought on Miss 
Hlatt, a loyal and sialwavt Dem-* course. 
oerat for Lo, ilirse many years, 
has her parly wdnderini;. 


\\'ill she or won't she huck the 


oi-fiani/aiion for the party's sen- 
atorial nomination in the April j 
primary. Democrats, particulav- 
ly at the leadership level, are 
asking themselves. 


The nomination eluded her, at 


letist for the moment, last Fri- 
lay when the stale pitliey com- 
mit tee endorsed stale Supreme 
Court. Justice Michae 1 A Mus- 


Iwo 
school.1; of 


Blatt's future 


One is that she is too Inyai an 


organization politician—she also 
serves as secretary of the stale 
committee in addition lo holding 
the Internal Affairs post --- lo 
fight the party in the primary. 


The other holds that she Just 


might be angry enough at her 
rejection by the policy makers 
to go inlo open battle wilh Mus- 


j manno anil the leadership. 


j 
Miss Blalt herself, lends cre- 


manno as the organi/alion can- donee at present to the taller 
tliclale. 
premise. Asked if her years of 


Immediately 
afterward, 
an 
• party loyalty would sway lier lo 


obviously surprised Miss Biall | slay out of the primary, she re- 
said she would circulate numi-1 plied emphatically: 
n a ling 
petit ions to 
determine 


what "grass roots" support she 
had. 


SUe did not commit herself lo 


running in Hie primary and she 


Five Day 
Weather 
Forecast 


said Sunday t h a t her position 


"I think I'm as much entitled 


to state my piece as any other 
Democratic official," 


She adniHtetl that she was 


"pretty shocked" to w.ilk into 


had not changed, She sttll wns !|le I10"1* committee meeting 
^«i«- „ u;, 
„*• 
„„!;,;„„< ,„,.! ! * "day and find Musmanno's en- 
doing 
bit 
o£ 
polilical soul j 


searching. 


"I may not make up my mind 


finally until the last, day," she 
said. 


dorsement "all cut and dried." 


"I thought until the Monday 


before that I was the leading 
candidate," she said. 


13 Weeks, Long 
For Vacation 


Five-clay forecasts for Fcb, 4, 


through Feb. 8: 


Eastern 
Pennsylvania, 
New 


Jersey, southeastern New York 
—Temperature?; are expected to 
average ah nut noi-mal except 
from four to six degrees above 


ma I in the extreme north- 


western 
sector. Cold 
Tuesday 


and mild Ihrough. the remainder 
of the period. Precipitation may 
total one-quarter inch or 
less 


melted, 
mainly as occasional 


snow flurries over the moun- 
tains. 


Middle Atlantic States—Tem- 


peratures will average near nor- 
mal a bit above normal. Rather 
cold Tuesday and 
Wednesday, 


then becoming gradually warm- 


t h r o u K h Saturday. Fair 


vealher is expected except for 


period of rain or snow aboiil 


Wednesday night and Thursday 
which could total from a quarter 
,o a half-inch. 


Western Pennsylvania—Ttather 


miM weather is expected with 
temperatures averaging four to 
six degrees above normal. Tem- 
peratures will rise Tuesday and 
Wednesday with only minor day- 
to-day changes thereafter. Pre- 
cipitation 
will 
average 
about 


two-tenths of an inch melted n 
scattered snow flurries Wednes- 
ay and again about, Friday. 


servalivo opponent, 


I lore is the, estcnl to which a 


carefully-drawn cross-section of 
likely voters In 
New 
Hamp- 


shire's March 10 primary 
say 


they agree with Goltlwaier on 
11 recent campaign stands: 


Goltlwaier Support on Issues 
Agre« with (Joldwater: 


Today 
Xov. 


Per 
r«r 


Cent 
Cent 


No lax cut until 


budget balanced 
67 
76 


Allow state right- 


t(j-work laws 
Gl 
x 


Sell TV A to private 


companies 
53 
x 


Do away wilh 


farm subsidies 
57 
61 


Oppose wheat sale 


lo Russia 
57 
52 


Federal government 


going loo fast un 
civil rights 
-IS 
56 


Leave Medicare to 


private companies 
46 
59 


Oppose atom test 


han treaty 
33 
47 


U. S. missiles 


undefendable 
23 
x 


U. S. Consider 


leaving U. N. 
16 
17 


NATO commander 


use nuclear 
weapons 
12 
x 


< x - - X u t asked in November) 


| 
On domestic issues, GoMwntet 


j meets with a fair 
amount 
o 


agreement among his fellow Re 
publicans in New 
Hampshire 


But on most military and for 
eign pulicy stands he has taken 
he has been greeted wilh rathe 
solid disagreement. 


His I'riLicisms of the United 


Nations, the missile program 
and the test ban treaty have not 
been helpful to tbe Gold water 
cause. On the other hand, his 
positions on righl-to-work laws, 
TVA, farm subsidies and the tax 
cut have been helpful—in this 
pai't of the country. 


The balance for Rockefeller 


on Ihe issues is more favorable: 


Kockefcllrr Support On Issues^- 


Agree with Rockefeller: 


Today Nov. 
Per 
Per 


Cent 
Cent 


Ceep Portsmouth 


Naval Base 
91 
x 


U. S. should 


support U. N. 
86 
93 


Support lest ban 


(Editor's Note: Lnst June ft 13- 


week vacation program WH* ap- 
proved by Iho Uniti-d Steelwnrk- 
ers ami (he steel industry. The 
first grnup slur led tlio yiroRram 
at Ret I lie he in Steel Co.'s home 
planl a mnnlh nfjo. 


BETHLEHEM, Pa. (AP) — 


Time hangs heavy when you sit 
around for 13 weeks — even if 
you're getting paid for it. 


That seems to &um up the 


feelings of Lehigh Valley area 
sled workers who "inaugurated" 
the 13-week vacation plan ap- 
proved last June by the United 
SLeelworkers and the industry. 


About 30 men from the Beth- 


lehem Steel Co. hogan their ex- 
tended vacation Jan. 5—the first 
company group under Ihe pro- 
gram, An esl i mated 1,000 men 
qualify at 
Bethlehem 
S'.eel's 


home plant wilh the needed 1G 
years of sr-nioiily. 


Most of the steelwoi ke.r.s agree 


Ihe vacation is a. wonderful idea, 
but.. 


"I'm 
gning a hi tie buggy," 


.says George Hudork of Allen- 
town, a steelworker for nearly 
40 years. "It's a heck of a long 
time, altough it's a good chance 
Ui .see wluit it teds like, to he 
retired." 


Another veteran steel worker, 


James Bartholomew of Allen- 
town, say.s: "1 don't like il a hit. 


i I'd rather he working. Having it 


I all at mire is no good. And it's 


part In the program. 


Seniority doesn't figure Into 


dales 
for Ihe 
vacation. The 


company has the say on who 
goes and when. 


Most of the men say they 


would prefer to have the 13 
weeks split up. Some aren't too 
happy they have lo lake it dur- 
ing Ihe winte 


One stecKvorKer said he does- 


n't look forward lo returning. 
His is one of the more rigorous 
jobs. Muscles go .soft And It's 
not easy to pick up where you 
left off, he indicated. 


All agree lhat the first monfh 


has been spoilt catching up 
minor repairs around the house 
or just relaxing. 


Charles F. 
Aekerman, 
of 


Easton R. 4, A steelworker for 
35 years, says: "It's swell...my 
wife alsr> thinks it's really nice, 
although she may get tired of 
me." 


Philly Motel Hit 
By Explosion 


PHILADELPHIA (AP)—Army 


and stale police demolition ex- 
perts delayed inspection Sunday 
of an explosion-wrecked mole! 
under construction near Interna- 
tional Airport until insurance ad- 
justers view (he debris. 


The International Motor Lodge 


on Ihe Industrial Highway, was 


agreement 
65 


JOP repudiate Birch* 


59 


63 
82 


59 
59 


57 
51 


52 


45 
50 


ers, right wing 
D alt out for 
Negro righli 


Pass optional 


Medicare plan 


Revamp farm 


price supports 


Negotiate wheat 


sale lo Russia 


Righl-to-work 


Laws wrong 
37 
x 


Pass big tax cut 


this year 
37 
x 


(x—Not asked in November), 
Rockefeller finds agreement 


among 
New 
Hampshire GOP 


voters for his strong support of 
the United Nations and civil 
rights as well as his urgings 
that Iho Republican Party re- 
pudiate right-wing 
Influences. 


Only 
on 
his backing of Die 


wheat deal wilh Russia has Hie 
New York governor Icndctl lo 
lose ground. 


But be has obviously hit pay 


dirt among local voters with, his 
plea that Ihe Portsmouth Naval 
Yard not be closed down, as sug- 
gested in Washington. 


Despite 
Rockefeller's 
clear 


advantage on the issues in Ncv 
Hampshire—and the recent drop 
in Gokiwaler'.s lead over liim in 
a two-way race from H to 
percentage points—many GOP 
voters 
there 
show a distinct 


coolness now lo both Ihe Ncvt' 
York governor and the Ari- 
zona senator. 


One of the roots of this rtis- 


j comfort rests in the fact thai 


Republicans of New ITarnpshi 
see themselves essentially as 
"middle-of-the-road" lot. 


GOP volers classify; 


Political Speelrnm 


12 
8 


Liberal Middle Rntul Conservative 
T IVnt Per Cent 
Per Cfnt 


61 
27 


12 
SO 


21 
10 


percentage 
points 
more 


political spectrum than these voters consider 
On the other hand, Goldwaler is believed to he 


Themselves 
Gold water 
Rockefeller 
fifl 


Roekefeller is thought to be 57 


"liberal" on the 
themselves lo he. 
53 percentage points more "conservative" than Ihe voters sec 
themselves. 


In his pronouncements lo date. Rockefeller has not been as 


outspokenly liberal a.s some volcrse had expected. Goldwater lias 
been more extreme, especially on world 
affairs, 
than 
man> 


imagined.. The senator has thus lost ground. 


But there are two hidden factors in this primary which 


more powerful than campaign talk on specific policy issues. 
The 


next report will cover these deepest of all dimensions in the New 
Hampshire situation. 
(.Srennd of three special report* nn HIR New Hampshire primary) 


BARGAIN 
DAY 
LEGGIERI'S 


LOOK! 
LOOK! 


WINTER SPECIALS 


TODAY-TUES.. FEB. 4th 


4 p.m. to 12 a.m. 


LEGGIERFS 


Italian Restaurant «& Pizzc*ria 


201 N. 9th St. 
Sfroudsburg 


Mllte & Vita Luggieri Invite Everyone In Enjoy these Special si 


Homemade PIZZA . 


Spaghetti & Meatballs 


Veal Parmagiana 


65 


$1 


Llmlf 5 Orders Per Person — Take Out Orders 5c Extra 


Phone 421-5800 For Take-Out Service 


Treat Your Family To A Night Out! 


Stroudsburg's ONLY PIZZERIA! 


SUBSCRIBE TO THE DAILY RECORD 


People In Spotlight 


The. Hcv. 15. Kltnn Cn\, of 


High Point, NC.r an integration 
'eader, taking a lip from Sai- 
gonesc Buddhists, has threaten- 
ed to burn himself on Kaslcr 
Sunday if racial segregation js 
not ended in Chapel Hill. 


He's also encouraging 
other 


negroes lo do Hie same. 


In New York, executive rti- 


rcclor of CORK James Farmer 
said, "I am sure that Rev. Cox 
was 
not, seriously 
rcciuesling 


negroes in this country adopt 
the protest methods of Bud- 
(lists. Farmer said the clergy- 
man who is a CORK represen- 
tative certainly is not speaking 
/or 
iho organization. . . o n l y 


himself. 


From Hat-e 


JKXKIN'IYHVX, Pa, (ITh — 


Slate Rfp. Wilnvit. K. Fleming j 
of Monl^onn'i-y 
C o n n 1 y nn- j 


n 1 1 1 1 n .•': r ! .S u n d ;; v he 
I ; ^.s u i i h • i 


drawn ;is ?i cfimiklaii 
1 for 
the - 


Ro publican nomination for the ' 
un'^.pirod lerm «i the late stale' 
.Sen. I I'-nry .1. I'ropcrt, 


KU'iiilii-i announced ht^t Tues- 


day 1 hal tin woulrl op; pose sla1 e 
Ilc'p. 
Mtirlon 
H. 
KetU-rnlf, 


House majorMy wliip, for the 
Kepublican ?iomi!Talion. 


]•' I rm ; n £p w)i o ) s s'-i^'ing h"; s 


/ir.-,L term 
in 
t h e Jlinise, an- 


nuunccd Sunday aficr a IIHTI- 
ing of area It-ad ers from nine 
old York RD. municijiFi lilies }\<> 
\\'ag wjihrlrnivijif» his candidnry 
"in order lo preserve harmony 
in the MoniporiK'n1 County P,.e- 
publican organisation." 


Lit Stores Gel 
New Executive 


PHILOKLIMIIA 
< A P » — J. P. 


Han.scn, 
veteran 
depart men t 


store executive, has been named 
president and chief executive of- 
ficer 
of 
Hie 
10 Lit 
Hi-others 


.SI 01 <'.-,. 


A native of New Yoi k City, 


I fanscn 
formerly 
was a vice 


president of Montgomery Ward 
Go,, and president of a subsidi- 
ary, 
The 
I-' a 1 r 
Dc[Milmcnl 


J Stores, In Chicago. 


a had lime of Hie yrai. loo. 1 [ Partially destroyer! by a .shatter- 


I haven't been doing anything ex-PnR hlasl SnUirriay nififit. No one 


•opt loaf. 


Home of (lie men had looked 


forward lo long trips whr-n I he I 
p rug ram 
was announced laM ! 


isummer. 
i 


But it hasn't worked out that i 


way. 


Of a fln/pn men interviewed, | 


only-urn.' lias plans for n trip-- : 
am! ho hasn't definitely made 
his mind up, 


Under I lie program, a quali- 


fied steolworker gets a 1,'i-wcch 
paid vacation every fivr. 
1 years. 


The nniHKil \ n r a l i n n is included, 
Avc'raf-o vac;i1 ions in i he indus- 
try for men w i l h l.Vyear.i service 
run three weeks. 


United Sli'Hworkr-rs Prrsidfnl 


David 
J. 
McDonald 
saitl 
last 


summer Dial Die ex1c>nclt\! vaca- 
tion plan "will create nt least 
L'.VXK) more job 
uppitrt u.utir.s 


when this provision is fully ef- 
fective." 


The union official rsliinaled 


lhat HO per cent of the 'tlM.OOO 
workers in the industry will lake 


was hurt. The motel has been 
the center of a labor dispute for 
the past five months. Buildings 
trades unions have charged that 
non-union workers are doing the 
construction work. 


J. Itobert At kins nn, a 
onc- 


linio M o n ta n a cowboy, who 
was hiinrled by a .six gun ex- 
plosion, and went on to found 
the Braille Institute of America 
died this weekend. He was 7G- 


When he was blinded, at 1*5 


Atkinson found a dearth of lit- 
eralure for the blind. He start- 
ed his braille imntsViop in 
garage of his 
i.o.s A n g e ! 


home. The insliuic is now Iwo 
block.1! lung and 
prints 
thou- 


sands of hooks. Until U).~i7, whei 
he retired the ON-cowboy wfl 
managing director of the insti- 


How To Hold 
FALSE TEETH 


More Firmly in Place 


Do your fnlse teeth annoy and cm- 
bsniats hy Clipping, dropping or wob» 
tiling whrn you cat, launli or talk? 
Just Rprlnklp ft Htlle FASTEETH on 
your plntfji. This iilkitlhtr (non-aold) 
powder holds lAls? irrili more llrmlj 
nnd in ore coin/or (ably. No ^uniiny 
RWifly, paRly usts fir ( f l l n y , Uora not 
nour, Check* "pUl" rulnr" [d'-nture 
breath), Ort FASTEtTH today At 
•417 druf counter. 


Welcome 


Wagon 


Remembers 


Special Family 


Occasions 


Carrying on our community'* 


traditional hospitality, 


R'elcomc Wagon Calls 


are made wh«n your 


family celebrates a 


sixteenth birthday, 


announces an 


engagement or 


the birth of 


a new baby, 
or move? 
lo a new 


home. 


HIM ON tuam tout, ptm 


421-8834 


AMERICAN 


HOUSE 


lErstiiuranl find SitiicU li.ir 


Corner Hlh Jt Mum SU. 


SPECIAL BREAKFAST 


Now Mini Sjit. 


Country Fresh Eggs (2} 


Toast, 
Only ( 


Creamery Butter 
Delicious Coffee 


Sen. Mjirpfaret Chuse Smith, 


the first woman to make a bid 
tor the presidency, ,sairt .she is 
receiving m a i l contributions 
from 50 cenls to liumlreds of 
dollars but plans an austerity 
campaign in the New Hamp- 
shire 
Republican presidential 


primary. 


"I'm going tn lost. . .whether 


one had lo have a million dol- 


s to go into a 
primary," 


she .said, "and whet tier 
you 


can po in without an organiza- 
tion." 


SHERMAN 


Lasr Nite At 7 & 9 


_£-•«£ 
_ JAMES 
• 


REMICK GARNER 
;«•., 
f-WUH 


WH'I 


TOMORROW 


dor is day 
jamc» garner 
potty bergv.n. 


NEWSPAPERS 
SELL THE MOST! 


Falcon proves it's America's toughest 


compact in the rugged Monte Carlo Rallye! 


Tout Fjlcons started (torn Oiln, (out (torn Palis. M imjlei Mtculatwl lo be equal in difficulty and length. Weather conditions vaiied Irom clear, bilte; cold thiougn Ireez- 
inj fog to blinrftnj snow—and tin tinw schedules nude no provision for delays- Here a Falcon swifls through a suddM SJio* shower, teslinj t/jdion M J practice run. 


cnlcreil fny> classes 


in KitrD/x^x 2,700-ntilctrin tcr 
ordeal—icon them holli and 
Jinishcd 2nd overall out. of 
299 cars. That's diirahility! 


In lite Rnllye'sfn-c 
«/x>rin/ Alpine sections, 
Falcon trasjirsl overall 
in/our, tied for first in 
one. That's rondaliilily! 


In the Hallye's final 
lest around the Monte 
('arlo racing course, l''alcons 
trerc first, and second. 
Thai's inanenrerahilily/ 


MONTE CAniX)-The 33rH Monte 


C»rlo Rallyc slarlcd wilh 2!W cars. 
Some 2,700 miles and 3; i days later, 


only 161! were still in the rally whrn the; 
field strugRlotl inlo Monaco —hut they 
includpd 
all eight 
of the specially 


equipped Falconsthat originally started! 


This eight -out-of-eight record was per- 


haps more remarkable than Ihe fast 
that, despite a handicap formula that 
favored the smallest cars, a Falcon cap- 
tured second place overall. One car can 
have luck . . . hut eight, have to have 
lain! nerfttrmaaer. Because the Rallye 
samples every variety of weather and 
road conditions the continent can pro- 
vide, and because it winds up on the 
most remote byways in the Krcnch 
Maritime Alps, it is a supreme test of 
all thp car's abilities. Falconsteeringhad 
to be flawless on glare ice above a 1,000- 
foot drop. Those fabulous V-8's had to 
run lik" dynamos. 


Tbe final roaulls in the Monte Carlo 


Rallye Rave Falcon 2nd place overall, 
1st in Class 8 of the Touring category, 
1st and 2nd in Class 5 of the much 
tougher Grand Touring category, 1st 
and 2nd in trie final throe-lap test on 
the Monte Carlo circuit. The best finish 


by a Valiant was 88th overall. Falcon 
gained invaluable experience in how to 
butid a our better, make it tougher, 
sharpen up its Mai performance. That's 
the real reason P'ord is interested in 
open competition—and why Ford-built 
ears have got so much more to show 
drivers. Drive one and see; it won't 
have six lights, or a horn you can hear 
for [our miles in stormy weather, or 
the other special rally equipment — 
but it'll sure surprise you! 


TRY TOTAL PERFORMANCE 


FOR A C1IANGEI 
FORD 


Ialcoii'!'airlanC'Ford'T!iundcrbircl 


M I N N F R Or MOTOR 1RtNDS 


I:AR or im; \F.\R AWARD 


HAYNES MOTORS, INC. 


N. 9th at Scott St., Sfroudsburg — 42 1-2560 


RAYMOND PRICE, INC. 


Crosco, Pa. — 595-7454 


. Ford presents "Arresl and Trial"-ABC-TV Network-Check your local listings lor lime and channel . 


County To Study 
Stokes Reopening 


STROUDSBURG — Monroe \ 


Counly Commissioners Stanley 
Under, John Price and Stuart 
Pipher yesterday agreed to set 
up a meeting with Slroudsburg 
Municipal Authority lo discuss 
the 
reopening of Stokes Mill 


for swimming and fishing. 


The commissioners acted af- 


ter Pipher told Ihe meeting of 
several complaints he had from 
"interested persons'1 who had 
called him on DID matter. 


Pipher said, "We will make 


an appointment with the au- 
thority and discuss the matter. 
Perhaps Ihe county will be able 
to lease the property from the 
authority at a low or reason- 
able cost," 


County Responsibility? 


"The next step would be to 


turn it over to (he County Park 
Commission. 
The county unit 


would then have charge of the 
area and people using the place 
,to swim or fish would be cov- 
ered by a county liability in- 
surance policy," he added. 
1 Also to be invited to the meet- 
ing will be Mayor Joseph Sraal 
|of Stroudsburg, members of. Hie 
•Stroudsburg Council, and James 
!Hazen, 
Monroe 
County 
fisV 


warden, 
| 
Closed In June 


1 
Stokes Mill was 
closed las 


'June by the authority because 
people using the area were no 
covered by insurance, and the 
cost for the insurance was toe 
high for the authority to pur 


Pipher said, "With 
a 
little 


lutrk, perhaps Stokes Mill will 
be open in time for fishing sen- 
son." He was referring to trout 
season which opens in April. 


Other Action 


In other business (he comrnis- 


Approved placing a lelepbone 


in the surplus food center at 
Bank Alley. 


Added 
Jerome 
Blakeslce's 


name to the list for considera- 
tion ns a member of the County 
Planning Commission. 


Told H. Ray Saunders, surplus 


:omplaint of water 
conditions 


at Pocono Creek near her home 
vould be discussed 
with 
the 


lighway department when 
epresentative from that depart- 
ment came to Slroudsburg to 
discuss the water situation in 
lie Tanite Road section. 


Mrs. Jaggcrs said that a road 


lad been built by J. H. Beers 
:nc. 
while ho was building tho 


section of Interstate Rt. SO in 
,ho Dogwood Garden area. The 
road was allegedly used by the 
contractor's trucks as they trav- 
eled to and from a sand pit in 
the area. 


She says the road lias blocked 


an outlet and "now the creek 
cantiot flow freely. Heavy rain- 
fall, last Saturday, caused tin 
creek to overflow its banks." 


She also pointed out that tin 


overflow water lies stagnant an< 


good place for mosquitoes i 


to lay their eggs. 


Pine Brook Tuxes 


Signed a petition which will 


be filed in the cilice of Frank 
Smith, Monroe County prothon- 
otary, asking court to keep Pine 
Brook on the lax rolls, hul not 
making any step lo collect taxes 
from the organ!/ation until the 
court takes final action on the 
county 
effort to reverse 
the 


court 
injunction 
awarded 
lo 


Pine Brook Foundation in 1 


Pine Brook Foundation is one 


of 20 camps in the county that 
have tax appeals pending. 
The 


appeals wore made after the 
forme i' hoard of commissiioiicvs 
placed the 20 camps on the lax 
rulLs. 


ISrodhrad Watershed 


Made arrangements with Nor- 


man Dk'trirk, area soil conser- 
vationist, for a n iff1 ting Tues,, 
Feb. IT) at 1 p.m. in Ihe commis- 
sioner's ollic-e to discuss the up- 
per 13 rod heads Crock Watershed, 
the county's role in acquiring 
easements for the project, am 
the steps to take towards con- 
demnation of necessary 
prop- 


erly. 


ICitslliurK ypi'ks S30.4100 


Told Mayor Thomas 
Kisllei 


food administrator, to check the ! of East Stroudsburg and 
requirements of surplus food to 
determine if butter can be ac- 
quired for the county jail. 


Accepted a book on planning 


from Commissioner John Price. 


Price told the meeting, "This 


book can give us a great deal 


Ham Schnaitman, president 
East Slroudsburg Council, the\ 
would consider their request foi 
?20,000 to lie used in (he con 
slruclion and repair of road? 
within the borough. 


Of the amount 310,000 wouli 


of valuable information on plan- I be used to construct gutters a IK 


The hook is published 


by 
the 
Pennsylvania Depart- 


ment of Internal Affairs. 


Flood Complaint 


William Reaser, chief clerk. 


BLOODMOBILE VOIAJNTEEHS—Tobyhanna Army Depot employes pile 
off a bus and file info Hie Red Cross Hloodmobile at the First Presbyterian 
Church in Slroudsburjj. 
(Staff Photo by MacLeod) 


•f 


curbs on Analomink St. 
Smith to Kistler St. 


Directed Reaser to get the 


k ey 
In 
t 1 1 c 
voti ng hou se in 


Smith held Twp. 
from 
former 


Bloodmobile 
Collects 
112 Pints 


STROUDSBURG — The 
Red 


Cross Bloodmobile collected 112 
pints of blood at its station in 
rront of (he Stroudsburg Pres- 
byterian 
Church 
yesterday. 


Three 
additional 
volunteers 


ivore deferred. The quota was 
125. 


The 112 pints bronchi the 1964 
otal lo 5-10. Last month 
the 


BlofHimohilo collected 428 pints 
at HIP Tobyhanrm Army Dopot. 


Thirly-six D^>oX 
v^'s™"*1! 


gave blood yesterday. 
"T ii e y 


wanted to keep up their record 
of donations," nceordinc to Irv- 
inp Goldberg, Tohyhanna Infor- 
mation Specialist. 


Seven 
prisoners 
from 
Ihe 


Monroe County Jail also donat- 
ed blood, 


The last pint was given by 


Jack Mull ins, 
assistant Monroe 


County Blood Chairman. 
The 


Slroudsburg Lions Club con- 
ducted yesterday's drive. 


Mrs. 
U. Jack LaRar, 
chair- 


man of the Monroe County Red 
Cross Volunteer services, pave 
three 
members 
of 
the 
Kast 


Stroudsburg Join! High School 
Future Nurses Club a tour of 
the Bloodmohilc1. 


Judge Warns Free Prisoner 
To Return At Night On Time 


Catholic 
Solicitation 
Starts Sunday 


E A S T 
STROUDSBURG — 


The parish solicitation phase ot 
Ihe SSOO.OOO fund raising cam- 
paign to finance a Catholic high 
school for St. Matthew's Parish 
win begin Sunday. 


James Murphy, chairman 
of 


the solicitation^ committee, said 
yesterday 50 teams of two per- 
sons each, who 
will canvass 


the parish in an effort to raise 
$500,000. will begin their work 
on Sunday. 


Each 
parishioner 
is 
being 


asked to donate 20 per cent ol 
one year's salary over a three 
year period to help finnncc (he 
proposed 51.250.000 Noire Dam 
High School in Stroud Township 
off ChipperticM Dr. 


The foil solicitation commit 


tee will meet in St. Matthew's 
auditorium for orientation ani 
instruction talks Sunday at 
p.m., 
according lo Murphy. 


Vice chairmen of the com 


mittee are 
Richard 
Dishman 


Slroudsburg; 
Gabriel 
Kolcun 


Kast Stroudsburg; Robert IAIH 
dergan - Delaware Wale? Clap 
James 
Ogtlcn - B u s li k i 11 


George Rung - Sliovirt Town 
ship, and Miss Dorothy 
Kauf- 


man - single people. 
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Lisicky 
Urges Plan 


STROUDSBURG 
----- Joseph 


jl s i c k y, vice president and 
:oniptroller 
in First 
Strouds- 


>urg National Bank, yesterday 
old Monroe 
County 
commis- 


ioncrs of the need for a covm- 
y planning 
program. 


He sain", "Within tho next ten 


vears there will be 10,000 new 
lomes built 
in the 
Blakeslee 


area. These figures are based 


a survey by the bank. Sonic 


of these homes are already un- 
der 
construction 
w h i l e the 


others are 
on the 
d r R \v i ti g 


L4 Pen Argyl Students 
Suspended For Protests 


Lisioky 
made 
hi 


after he 
appeared 


s 
common 


before 
the 


board to request §1,000 for thi 
Child Hoallh C o m m i t t e e o 
Mouvoe Con\y. The- money rep 
resents 
its 
operating 
expeiLsi 


for 1964. 


He told the board that 
th 


committee gives children 
ot 


families on relief needed medi- 
rnl and dental treatments, '['he 
former 
allocation 
from 
the 


county was §330 hut Iho num- 
ber of children needing mrdi- 
cal and dental treatment 
has 


increased in the past two years. 


PEN ARGYL— Fourteen stu- 


letits were suspended yesterday 
Vom Pen Argyl Area Joint High 
School for their part in prolcst- 
.ng what they called bad study 
:iall conditions. 


Allan Jackson, school princi- 


pal, said the susponsinns will be 
lifted "in a couple of days" af- 
ter a "satisfactory conference 
with the parents of the affected 
students." 


The 14 had been protesting 


Ine school's plan for a new cen- 
tralized study halt system, put 
intn effect last week. 


The students, at iimos dress- 


ed in striped clothes resembling 
prison uniforms, 
said 
study 


balls should not be in the school 
auditorium because of: 


Fluctuating temperatures, in- 


sufficient lighting, lack ot writ- 
ITIK desks, assignniont of pupils 


to specific seats, and » require- 
ment that studenU must hav« 
books \viih them during study 
periods. 


William E. Madden, supervis- 


ing 
principal, 
admitted 
that 


these conditions did exist, bul 
the school was taking measure* 
to correct the situation. 


The suspended pupils are: 
Richard Davis, Amzy Hoffner, 


Thomas Peters, all of Wind 
Gap; Peter Altieri and Charle* 
Ossnick, both, of BrUasl; Larry 
Bartosh, Richard 
Miller 
and 


Harold Miller, all of Pen Argyl; 
Robert Roberts of Kast Bangor, 
and Paul Oliver of West Ban- 
gor, all junior students. 


And 
William 
Stocker 
and 


Glen Knecht, both seniors, and 
Toby Marano of Pen Argyl, and 
Richard Buskirk of Wind Gap, 
both sophomores. 


FAST STROUDSRURG — A 


Monroe 
Count;' 
jail 
prisoner 


who hns the privilege of going 
to work every day was told yes- 
terday 
by 
President J u d g e 


Fred W. Davis to observe the 
rules or lose his freedom. 


Gilbert Silfee of 290 N. Court- 


land St., who was sentenced to 
three months in jail InsL Do- 
comboi1 in n non-suj»pnvt case. 


was told to notify Mrs. Kay- constable Earl Singer and 
niond Jaggers of Dogwood Gar- 
dens, Slroudsburg, 
thai 
her 


sec 


that Ihe new constable, Luther 
Van Why, received Iho key. 


Mrs. Foiitaiiella Running 
For State Committcewomaii 


"I .seek election as slate com- 


mit tec woman on my past Re- 
publican record anrt I have boon 


oppose Pai-kc Un- j n registered Kepubliean for 25 


CRKSCO — Mrs. Mary Fon- 


t and la of Crcsco,' former vice 
chairman of the Monroe County 
Republican committee, said yes- 
terday she will be a candidate 
lor the slate commiUee in the 
April 28 primary. 


She 


angst of Shawncc, a 
former 


counly chairman, for the job, 
Unangst announced his cnndi- 
dacy last Friday. She is a com- 
m ittee woi na n 
from 
I J a rad i so 


Township. 


Mrs. Fontanella said that lo 
ESSC Student 
Fined $200 
For Bear Kill 


ECHO LAKE — A IJl-ycar- 


old East Stroudsburg Stale Col- 
lego student was found guilty 
of killing a bear out of season, 
lined S-00 and ordered to pay 
court cosLs of SO at a hearing 
before Justice of 
the 
Pence 


Richard Hickman at Kcho Lake. 


Frederick J. Peruzzi of Lcvit- 


lown was accused by John Doe- 
bling, Monrpe County game pro- 
tector, e,f killing \he hear on 
Nov. 25, 1963 in Alkkllc Smith- 
field Township, 


Peruzxi was 
represented 
at 


the hearing, held Jan. 2:i, by 
Ally. Lester Brown of Strouds- 
burff. 


James 
R. 
M^arsh, 
>ronroe 


Counly district 
nttovncy, pre- 


sented the case for the com- 
monwealth, 


the best of her knowledge she 
is the first woman to seek the 
position on the state Republican 


Hospital 


Notes 


Kirlhs 


A daughter to Mr. and Mrs. 


Franklin Marquet of Slrouds- 
burg; a 
Thomas 


son lo 
ami 


years. 


"I want lo fairly represent all 


the 
Republicans 
of 
Monroe 


County regardless of age, na- 
tionality or religion, by' hoth the 
oral and written word," s h e 
said. 


Mrs. Foiitaiiella has boon ac- 


Uvc Republican in the county 
since .imninp Ihe Pocono Moun- 
tain Council of Republican Wo- 
men in H157. 


In 1962 she conducted a mem- 


bership drive for the mountain 
council, wbii'li resulted in boost- 
ing the membership from 300 lo 
300. 


She organi/cci the new mem- 


bers into four new 
women's 


councils — Top of Ihe Mountain, 
for the Tobyhanna and Goulds- 
boro area; Western Pocono, for 
the west end of the county; TLC 
Council and the Young Women's 
Republican Council, for ages 20 
to 3S. 


Mrs. Fontanella lives in Cre.s- 


co with her luipband, Mrrvin, an 
entertainer. 
They have t w o 


children, 


She belongs to the Swiflwatcr 


Methodist Church nnd is chair- 
man of tlie Committee on Chris- 
l i n n Social Concern nnd a mem- 
ber of tilt? choir and \VSCS. 


She was chairman of t h e 


Communiiy Chest rtrivc in Par- 
adisp Township. 


r of Reoders; a 


son 
I o 
M r . 
and 
M rs. 
Pau I 


Balchler of Mount Belncl. 


Admissions 


Kiuilc Seouws, East Strouds- 


burg; 
Anne 
Marie 
Singer, 


Stroudsburg; Mrs, Gertrude 
Iloson^rant, Cresco; Mrs. Millie 
Cracolici, 
East 
Stroudsburg; 


Mrs. Eli/abeth Ilieknian, Bush- 
kill and Robert 
Coition, 
East 


Bangor. 


Also 
Jay 
Albert son Jr., 


Stroudsburg RD - 2; Mrs. 
Ann 


P'loischman, Stroudsburg RD 2; 
Melissa Turner, East Strouds- 
burg RD 3; Mrs. Mary Booth, 
East Stroudsburg; 
Arvcl. Wil- 


liams. East Slroudsburg: RD 2; 
Alexander 
Haff, 


RD :i. 


Discharges 


Mrs. 
Ninn Hooey ami daugh- 


ter, Slroudsburg; Mrs. Edith 


and 
daughter, 
East 


Sewer 
<^j 


Plant Decay 
Reported 


1>A.\GOR—Strong complaints 


about the poor physical condi 
tion of llie Bangor sewer plant 
showing deterioration and decay 
after just two years of u s e 
were voiced last night by Daniel | 
Phillips, chairman of (he Kan- 
pror borough council sewer coin- 
mil tee. 


Phillips was jninc'd in Piis com- 


plaints by rnuiu'ilman Gilmoix1 


Strunk. who inspected the plant 
with him. 


Both men reported lliat re- 


pairs at 
UK? plant are sadly 


needed, find both implied that 
they had been misinformed as 
lo the condition of the facility. 


The report said piers a r e 


crumbling. pijK? supports falling 
apart and leaks are common- 
place In the building itself. 


Council moved for n complete 


investigation of the plant. Phil- 
lips reported a balance of $20,- 
'122.21 in the sewer account. 


Budget Approved 


Council tentatively approved 


the budget for 19fi-i with expen- 
ditures of $191,112.89. 


Council granted 
street em 
j follllSOll NiUllCS 


ployes an increase in Iho hourly j 
rate from 51.155 lo 51.70: ill- : 2 
creased 
the 
park 
attendant's 


salary from 54,125 lo SJ.40Q; in- 
creased the se«-er attendant's 


is permiUt-d lo leave tlie jnil 
daily to go lo work, bul is re- 
quired to return after work. 


Yesterday Judge Davis 
was 


lohl by James R. Marsh, Mon- 
roe 
County 
district 
attorney, 


that Silfee was not returning to 
the jnil on time1. Silfee wn.s told 
by the judge to rot urn on lime 
or 
s|it-lid the rest of his jail 


U'rni behind bars. 


Other Cases 


Oilier 
t'ltininoiiwoalih 
eases 


presented by Marsh at Ihe Feb- 
ruary term of the 
Court 
of 


Quarter Sessions were; 


John S. Thomas of S k y I o p 


who pleaded guilty to driving 


rv car while bis license was sus- 
pended, was directed to pay a 
fine nf SlOO and court casts. 


Paul F. Possinger of E a s I 


Stroudsburg pleaded guilty 
to 


operating a car while under the 
influence of 
liquor 
nnd 
was 


placed on probation for 
one 


year and onlcrerl to pay $300 
fine and costs. 


f> Months PrnhMIon 


Sarah K. Freeland of Meiser- 


Imvn charged with failing 
to 


slop nt the M-eno of an accident 
was put on probation for 
sis 


months and fined 575 plus costs- 


Waller A. Burck, no address, 


who was arrested on n bench 
warrant in a non-support case 
was ordered to pay a part of 
his back payments and costs. 
Ho was released from custody, 


George E, Ludwig of 
East 


Stroudsburg, picked up on 
a 


bench warrant, was 
released 


imd 
told lo 
npncar In court 


March 3, in a non-support ac- 
tion. 


Carl Counterman of Tnnneis- 


ville, arrested on a bench war- 
rant, was committed to 
the 


county jail until March 3, in a 
non-support case. 


Businessmen 
Endorse 
Miss Pocoiio 


STROUDSBURG 
— T h e 


Slrxmilsburg Businessmen's As- 
sn. enclni-sed Ihe Miss Pocono 
Mountains Con lest to be held in 
Senieml>or u ruler the dirtvtion | 
of 
Mrs, Robert A. 
Miller 
(if 


.St rinjdstnirg. 


Jess Piet-son, president of tin? 


orgam/.alion. appointed H e r b 
Xubow chairman of the promo- 
tion committee. 
Zulx>\v w i l t 


replace Warren Rockwell, who 
resigned as manager with New- 
hc try's Tor another position in 
Sunbury, Pa, 


The next nirr?(iiiR of the or- 


ganization 
will 
lx? 
Monday, 


March 2. at 5:30 p.m., according 
to Piei'san, 


Scott Mum On 
Miismanno 
As Opponent 


WASHINGTON (AP) — Hugh 


Scolt, Pennsylvania's Republi- 
can U. S. sennlor who Ls a candi- 
date for a second six-year term, 
had no formal comment Mon- 
day on the slating by the Demo- 
cratic organization of Michae 
A. Musmanno of the state Su- 
preme Goufl. 


An aide to Scott; however, 


said il wasn't certain yet thai 
Musmanno would b« Scott's op- 
ponent at Ihe Nov. 3 general 
election since some Democrats 
nre planning lo oppose him in 
Iho April 28 primary. 


salary from S1.500 to 55,000 ami 
incroasec! the salary of Ray- 
mond A. Trayo.s, assistant bor- 
ough secretary, from SI,200 lo 


Stroudsburg! St.™- 
AU borough employes 


wore also fit-anted complele pay- 
ment for BUio Cross and Blue? 
Shield. 


Smu« Tnx Ral« 


The ne\v budget sels tho same 


tronsrlsburp;; Mrs. Linda Key- tax rales as last year. It pro- 
art anil son East Stroudsburg' vidcs for 7 mills on real estate, 


RD 1; Mrs. Kathleen Eyerett, ! 20 mills on occupation; S5 per 
Slroudsburp; KD fi: Berne La-j capita and one-half of one pcr- 


Save 50% on your room at 


New York's Hotel Governor Clinton! 


Have 50% more to spend for a 


"fantastic" week-end on the town! 


. What a deal! 50% off on all rooms anil suites every day 


Thursday thru Monday check-out time. 1200 rooms and 
suites with private bath, shower, TV, air-conditioning. 
Theatre Ticket Service. Sightseeing, shopping and theatres 
at the center cf convenience! Wrile-phone: Victor J. Giles, 
Gen. Mgr. PE 6-3400. Reduction of 50% valid to March 21st. 
HOTEL GOVERNOR CLINTON 


71* Ave, it 3IH SI., New York, Oppotltc PCM. Station 


W A S H I N G T O N (PA) — 


President 
Johnson 
.sent 
two 


urea 
Pennsylvania 
postmaster . 


nominations to the Senate Mon- 
day for approval. 


They are William E. Xolan. 


Lake Ariel nnd Robert K. Tab- 
ler of Kcho Lake. 


lly actual inspection of your 
purehaso you can tie assured of 
jroori quality. 
Visit our display 


and maka your elections. 
Stroudsburg Grenit* Co. 


Truman RnrveJI, Owner 


Mftln S t . at Oreh«r ATC. 
4;l-S5«l 


EACH TOOTH IS 
MORE PRECIOUS 
THAN A PEARL 


Poets have of ten-com- 


pared the beauty of teeth 
with lustrous pearls, but 
from a health standpoint 
they are more valuable. 
And, 
in 
these 
modern 


times, parents who in- 
still in their children the 
idea of regular visits to 
a dentist can be certain 
of avoiding many f u t u r e 
troubles. 


Your dentist can ad- 


vise 
you 
about 
which 


dental aids arc best for 
there are many new pro- 
ducts which also helps 
adults to protect 
their 


teeth. 
We carry a com- 


plet c stock of all dental 
medicines 
and 
health- 


aids. 


YOUR DOCTOR 
CAN PHONE US 


WHEN YOU NEED 


A MEDICINE 


Pick up your prescrip- 


tion if shopping nearby 
or 
we 
will 
d e l i v e r 


promptly without extra 
charge. 
A great man 


people entrust us wit 
their prescriptions. May 
we compound yours? 


Phone 421-8930 


FLAGLER'S 
PHARMACY 
611 Main Street 
PRESCRIPTION 


SPECIALISTS 


— STORK HOCKS — 
. Ihru Thnri. 9 AM to « PM 
ar 
..9 AM lo B VM 


ird«r 
B AM to a:30 PM 


Just Because . . . 
He Had His Shirts 


Laundered 


at 


Bar, East Stroudsburg and Mrs. 
Genevievc Grose, Kast Strouds 


Alsr> 
Bruc 


Slroudsburg; 


Flowers, 
East 


Sylvia 
Staples, 


East Slroudsburg; Waller Bnk- 
r, 
Woodlynne, N. J.; 
Henry 


imilh, Slromisburg RD 1; Mrs. 
Lillian Prcdmore, Mount Beth- 
•1; and 
Mrs. Marian 
Kerlin. 


Slroudsburg. • 


L-ont earned income lax. 


Dr. Joseph 1^. Faraoe was ro- 


ap[>ointed to the Bangor Bonn! 
nt Health for a five-year term. 
Council renewed its contract to 
provide fire protection lo Wash- 
ington Township at an annual 
fee nf $1.000. 


II also granlert Ihe township 


permission to vise Iho l»rovi£li 
[Jump at the annual rate nf 52,">0. 


BOTTI.K GAS 
Anything Else 
Is Second Best! 


D.lj- 01 Night 


421-6680 


"DUTCH" HANEY, Ine. 


Tannersville, Pa. 


NERVE DEAFNESS 


NEW MIRACLE-EAR8 


OUR RECOMMENDATION 


If you hear sounds, if you hear 
people talk—but you have diffi- 
culty understanding the words. 
If you have head noises—ringing 
in the ear—your troubles may be 
Nerve Deafness. The most im- 
portant thinp you can do today 
ia to find out how new Miracle- 
Ear can help you now! 


WORLD'S 1MUU&T 


HEARINB AID 


NOTHING BEHIND YOUR EAR . . . IN 
YOUR HAIR OR YOUR CLOTHES. NO 
CORDS, TUBES, WIRES! 
Miracle-Kar can help millions hear 
again clearly and without fear of wear- 
ing a bulky, conspicuous hearing «id, 


It'P ^o tiny and it'p flesh colored. Only 
A fingertip in size. Not n gadget, but 
an electronic masterpiece that cnn 
help millions who might have given 
up the hope ot hen ring again. 
S£lf9 TODAY 


NOW! 


RIPLICA GIVEN OF THE 


AMAZING NEW MOTOROLA/DAHLBERG 
MIRACLE-EAR-COME IN OR SEND NOWI 


,— 
AUTHORIZED DCALCX 
. 


I 
R. X. KenrhiK Service 


1 il.1SllnmiltonSI.AllrntoH-n.ru. M5-988S J 


Plenitr ffnd rr/Jlicn nf iporttf* ttmnlltst fitnring [ 
nift FREE nrtft irilhnul obligation. 


E A R I N 6 
A I D S 


What carpet could you lay across the driveway 
of a service station for nine weeks... have it 
cleaned, and it hardly shows any wear at all? 


GULISTAO 


That was part of the manufacturer's test for the revolutionary new Herculon 
fiber. This carpet will last, and last, and last even in the heaviest traffic areas of 
your home. Other tests prove that you can easily wipe away almost a ny stain with 
detergent and water. It stays cleaner longer, too. 
Appearance? Thick, rich, luxurious, crush-resis- 
tant Economical? Now, more than ever, atMcG'm- 
ley Mills' special Low Price 


SQ. YD. 


thick Mr 


McGinley Milli carries the entire Gulistan line of handsome 
carpeting and rugs. Phone Pnillipsburg GL 4-1411 and our ex- 
pert carpet specialist wilt brtng samples to your home. No «x- 
t;« charge, of cowse. That's a regular McGinley Milli Mrvtce. 
McGINLEY MILLS 
RETAIL FABRIC SHOP 
HCCKMAN & BATES STREETS 
PHILLlPSBURa, N.J. 


(Jatt t /*w Hetla aHRatiti n) 


ffHUTIfUl. 
fAB*K3. CVTTOU BMfUItt 
t St-IKOVtM AT HeCIHltr M/U-TO YOU fHKlt, COUfitTC $tWIN« *CCtUQ*r OtrT. 
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The Stability Vote 


Thorp Is bound to be a large vote next 


November 
for 
President 
Lyndon H. 


Johnson from those who fear & third 
change of administration within a year. 


It might be called the stability vote. 


Its size is unpredictable, but it is cer- 
tain to be cast in favor of the Demo- 
cratic presidential candidate. 


Already President Johnson's popu- 


larity rating in the Gallup poH and oth- 
ers is higher than President Kennedy's 
before his assassination. 


Almost any vice president called upon 


to take over the reigns of power in such 
a disaster would benefit from a national 
feeling of unity, s'rief, fear, sympathy 
for the new President and hope for his 
successful transition of power. 


Johnson has received that post-as- 


sassination support in full measure. And 
lie has added to that natural public sup- 
port by the swift competence he dis- 
played under pressure and the energy 
and skill with which he has kept Amer- 
ica calm and confident of his leaders!!ip. 


Now that the honeymoon is over and 


politics as usual are returning to Wash- 
ington, the Republicans, like any good 


opposition party, have opened fire. They 
will hit many targets in the Demo- 
cratic !\dminiatvi\tion before the elec- 
tion in November. 


But 
they will be 
fiivhtinj? 
uphill 


against the stability vote. 


That emotional voting block will feel 


that President Johnson, a known lead- 
er, is better in the White House than an 
unknown and untried President. 


Every incumbent 
President 
enjoys 


this advantage, but President Johnson 
has the unusual psychological benefit of 
deep public shock suffered Nov. 22 when 
President Kennedy was shot down in 
Dallas, Texas. 


That shock may not be apparent to- 


day. Many of us have pushed it down 
into our subconscious memory and have 
tried to keep it there. At times. Presi- 
dent Kennedy seems forgotten already, 


lint when the choice cymes next No- 


vember between a mun already in the 
While House and a man who wants to 
be the third President in a year, many 
Americans will cast a stability vote - 
emotional, inexplicable, but we believe, 
inevitable. 


The Triple Threat 


R. Sargent Shrivel', husband of one 


of the sisters of the late President John 
F. Kennedy, is now a triple threat poli- 
tical football player in Washington. 


He is first the successful organizer 


and administrator of the Peace Corps— 
a John F. Kennedy program which 
Shriver made an international success 
in the face of widespread American pes- 
simism. 


He is secondly the new chief of Presi- 


dent Lyndon B, Johnson's "war on pov- 
erty," named to organize, coordinate 
and lead that Johnson program in this 
critical election year. 


He is thirdly a leading candidate for 


the Democratic vice presidential nomi- 
nation. 


If he wins that nod from President 


Johnson, and if they both win the elec- 
tion next 
November, Shriver would 


stand next to the presidency behind a 
man who had a heart attack in 1955 and 
is working IS hours a day in the White 
House. 


It would seem that Shriver cannot 


continue his capable leadership of the 
expanding Peace Corps program and 
at the same time undertake a major 
new "war on poverty." 


After fighting a "war on poverty" in 


foreign lands, lie may be well qualified 
to fight a similar war in our own coun- 
try. But it should he a full time job. He 
is not superman, and should not attempt 
lo do two major jobs when both re- 
quire full attention and energy. 


Comment Of The Day 


"Quite a thrill:" 
—Commodore Frederick Watts after 


docking the 1,031-foot Queen Elizabeth, 


world's largest ocean liner, without the 
help of striking New York 
tugboat 


crews. 


George Dixon 


Smoking Hour Presents 


By George Dixon 


WASHINGTON — CigareU 


smokers are being prodded lo 
keep oil the air at hours whon 
vast numbers or leen-agers 
might be expected to be listen- 
ing. They are not taking the 
hint with wild alacrity. Maybe 
they'd go for a deal. 


There are all 
s o r t s 
of 


"hours" on radio and televi- 
sion. There's tbe Telephone 
Hour, the Cheese Hour, 
the 


Soap Hour, Why not offer the 
tobacco industry a "Smoking 
Hour"? 


This could be late at night. 


alter al] the other hours wore 
finished, and the adolescents 
presumably banished lo 
bed. 


Then there would be a cloud 
of smoke, and on would come 
I he "Smoking Hour." 


Jt would be nothing but cum- 


nicri-ials, hut done in a very 
sportin<; way. A bn.seba 13 Mar 
would fie shown stopping 
\o 


light a rigai el while wailing 
for a fly hall 1u come down. A 
famous T-Xone quarterback 
would bo taking deep, satisfy- 
ing drags while callinj; signals. 
An Olympic swimmer would 
br> explaining ihat he couldn't 
dng-pFuldle JO feet without a 
cigarei. 


The "Smoking Hour", with n 


ill vie smoke cast, would help 
to .solace the tobacco industry 
for surrendering its n r i m <••, 
an d kiddy, t i me. Th e A me ri - 
can Tobacco Compnny 
mi^ht 


not JVel so gloomy about drop- 
ping its sponsorship of .sports 
events on radio and television. 
Other cigarct makers 
might 


not frci so hurt at radio .sta- 
tion WMCA in New York for 
dropping all cigaret commer- 
cials from a teen-age program 


that is carried between 7 and 
11 p.m. 


]£ the tobacco 
i n d u s t r y 


agreed to wait until all well- 
regulated kiddies .should be in 
the .sack, it could lie rewarded 
in still another way. It could 
star the Kind of the Year in 
the "Smoking Hour." 


The Find of Hie Year is a 


00-year-old man who has been 
heard R lot of in smoke-filled 
rooms lately. 


He i.s heard of every day in 


(he taproom of the 
National 


Press Club. Somebody 
always 


takes time out of a tight .sched- 
ule to recount the saga of the 
nonegenarifin. 


As the epic is recounted, the 


Find of the Year is found by 
the 
1 tobacco industry. H offers 


the old gentleman all sorts of 
lout, because, despite his 
DO 


veins, fie smokes three packs 
of ci^aicls a day. 


*'\Vo will make you rich and 


famous, 
1' 
tin- 
i •igari'l-makers 


i rll 
i hr- venerable nne. 
"We 


u i l l first ]nil you on t he 'To- 
night Show.' " 


Thf Kind of 1 he Year says 


Ihr "Trmighl Show" is all right 
with him. The cigarct people 
say that, after that, they will 
put him on the "Steve Allen 
Show,*' ] Ic says 1 he " S t e v e 
Allen Show" is okay with him 
too. 


He- agrees lo go on countless 


oilier iiiU- Eind late late shows. 
The tobacco i^ople tell him 
Hint, aft IT lie ilmvs all 
these 


guest shuts Iney will put liiin 
on the "Tudjw Show/' 


To their astonishment, 
the 


Kind of the Year tells 
them 


t fiat if 
JIG has 
1 o go on 
1 he 


"Today Show" t fie whole deal 
is off. He is asked what in the 
world why- 


The Allen-Scott Report 


Bomber Bonfires? 


WASHINGTON — U.S. 
and 


Soviet diplomats have readied 
an agreement "In principle" 
on a second-step disarmament 
treaty. 


Final details of this limited 


arms accord, drafted to follow 
the firsl-slep nuclear test ban 
treaty, arc now being negotiat- 
ed in backstage talks In Mos- 
cow, Washington and Geneva. 


Slated for s i g n i n g at an 


East-West foreign 
ministers 


conference in Geneva 
before 


spring, the new treaty, 
pro- 


vides for the destruction 
of 


several hundred U.S. and Rus- 
sinn bombers. 


Under 
t h i s 
disarmament 


agreement U.S. B-7s and So- 
viet Badger bombers, similar 
lo those sent to Cuba, will be 
destroyed in a large 
a r m s 


"bonfire" under the supervi- 
sion of United Nations authori- 
ties. 


SUtl being discussed by U.S.- 


Russian negotiators Is whether 
other nations should be asked 
to join 
t h i s 
disarmament 


move, and if the treaty should 
include joint commitments to 
reduce military budgets 
and 


thin out U.S. and Soviet troops 
In Europe. 


A g r e e m e n t on the new 


treaty has proceeded lo 
the 


point where President Johnson 


Dear Abby 


Time Has Flown 


Truman Says Polls Don'l Mean Anything 


—Or Do They? 


Off The Record: 


—By BOB CLARK 


Yetter Running Strong 
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"Because," Jto exp'iams, "I 


don't ;- stop coughing 
u n t i l 


no6n." 


The "Smoking Hour" might 


induce Senate Minority Leader 
Kverett Divkseu to mi\ke one 
appearance. After ,S u r g e o a 
General Luther L. Terry's re- 
port crime out, Senator Dirk- 
sen made a pact with his wife 
not to buy cigarets nny more 


They didn't covenant to .slop 


smoking; just Inlying. 


The distinguished GOP lead- 


er revealed the. pact at one of 
lii.s press 
conference's, 
which 


he opened by humming a ei;;a- 
ret off a reporter 
notoriously 


tinged with Democratism. He 
was nsked 
if bumming eiga- 


rels were a sound way to cut 
down. 


"H depends." lie said, "on 


one's sensibility to 
s It n m o, 


Bui, in my ra.se, it. is a hor- 
binger of promise. The people 
I see all rlay are mostly sena- 
tors, and most of th»m have 
f[Uii Miinkhig. fio the number 
of people from whom 
I c;in 


fui m 
rigareJ.s 
is 
d* creasing 


daily." 


The M i n o r i t y Leader siglu'd, 


a nit bummed another eigaret, 
thi.s time from 
a Goldwater 


Kepuhlican. 


"I c.'tn't foretell," he added 


morosely, "what the harvest 
will he." 


Gene Brown 
Abouf Town 


Yeslenluy's \\'il 


Two drinking buddies decid- 


ed to sell their respective busi- 
nesses, pool 
tfifii- 
resources, 


and Iniy a cocktail lounge. 


As soon ns they purchased 


the jiUu-e, they <-iost'(i it and 
began to [mini ami refurnish 
i t . A few days afler Hie re- 
pairs 
wr-ie 
cumplH'-d 
vnd 


there was no HMiiuiim-eincnt of 
I lie reopening, a f t i i - n d asked 
one of the owners, "Say, when 
nro you guys guiriK lo <>i«m 
this place up again?'1 


"Opr-n up?" replied 
I he ex- 


husiness man. 
"\Vf 
bought 


this place for ourselves." 


Flllir .Trans 


Children yiusv up .fast fte- 


fore you hinnv It. I he lit Hi? f ; i i l 
In Hie H i l l y feminine iin-., js 
n women in blue jeans. 
Bill 


Have the Democrats of Mon- 


roe County reconciled 
them- 


selves to the fact (hat 
Rep. 


Van D. Yetter is Hie man they 
want again in Harrisburg? 


Rumblings heard in local po- 


litical circles point out t h a t 
the Demos, despite mterparly 
strife, will band together 
to 


promote Lite Marshal Is Creek 
assemblyman for another term 
at the state capilol. 


Tliers luive l>epii reports 


tliat former sheriff, Jacob 
Altemnse, is 
considering 


rutming tiKitmst V e 11 n r. 
However no thing 
official 


luis eomo o[ this unofficial 
rumor, 


Allemosc is looking for a 


fiMlcml post and if it ma- 
terializes ho will 
d r o p 


phuis to race, off the tilulur 
lie-iitl of Monroe's J>emo- 
crnls. 
Yet tor has proven n lough 


nut to crack in Monroe poli- 
tics. Last time out be beat, off 
lokcti Democratic 
opposition 


from former, long-time counly 
office holder, Floyd BuU. In 
the general election he bested 
Gerry Snydcr who htul trou- 
bles of 
Jiis own in GOP cir- 


cles. 


Kveti (he Republicans are 


having a hard Time gotUug n. 
foe lo tangle with Yetter. M. 
Stiles (Marty) 
Baldwin, 
the 


popular Pocono M o u n t a i n 
sports ambassador, has 
I)eeti 


urged to throw his hat into trie- 
ring by Republican brass/ 


Bui Baldwin is not planning 


to run Ibis time for any office. 


Acetmliiijf 
to 
BivliUviii, 


the man who ivus recently 
honored for his efforts for 
churilahln organisations in 
Monroe County, he ml^ht 
he- H v n i 1 n li I a in a fi-w 
years. 
Another well-known individ- 


ual who is being sought bv the 
republicans as an assembly- 
man aspirant is Jack Shinn, 
co-owner oC Vacation Valley, 


H was learned, though, that 


Shinn would prefer solid party 
backing and a clear field in 
the primary. 


Thi.s will probably go down 


the drain as Snyder, remem- 
bering his close — only a few 
hundred votes separated 
the 


winner and loser — setback at 
(he hands of Yetter less than 
two years ago may enter Hie 
field again. 


The Republicans e a r l i e r 


tried to entice 
Slroudsbnrg 


mayor, Joseph Small, into the 


hie political men a. However, 
the energetic municipal 
offi- 


cial has turned thumbs down, 


From t a l k s with so- 


culled men-in-lhc-kuow in 
both parties, Yottcr poses 
too strong a candidate for 
either the Democrats to 
buck or the Hopubliwins to 
buttle. 
AL each succeeding election, 


Yetter has marie powerful in- 
I'oniis into the independent vot- 
er's split-ticket ing. 


Kspecially in the Republican 


party the Monroe 
assembly- 


man 
has gained 
confidence 


and 
votes f rom 
po 11 vi si tors 


who pull the lever with 
the 


thought Ihat it is better 
to 


hnve a veteran in Harrisburg 
tfian a novice. 


In .some circles, Yeller 


Is being likened to the Into 
Congressman I-'runcis 
K. 


(Tad) Walter, a 
staunch 


Democrat, who 
received 


more and more GOP back- 
in tf as time 
progressed 


during his long career In 
Washing!mi's If o u s e of 
Representatives. 
Time is running out for can- 


didates. Democrats and 
Re- 


publicans will have to maka 
Ifieir moves soon. Then, 
no 


doubt, Ihc fur will fly. 


By Abigail Van Riircn 


DEAR ABBY: A year 
ago 


last November my 
daughter 


was married in L,as 
Vegas. 


She was four months a l o n g 
then, but, to save face, 
we 


told everybody she had been 
secretly m a r r i e d in June, 
right ' after her high 
school 


gradual ion. Her husband was 
in the Army but was able to 
gel a 10-day emergency leave 
at thai lime. N»nv be won't be 
able lo come home again until 
he is discharged in October, 
when our grandson will be a 
year and a half old. Every- 
thing happened so fast there 
wasn't time for showers or 
even a wedding reception. The 
kids will have lo start house- 
keeping h'"m scratch, and they 
don't have a thing. Would it be 
proper lo 
give them a big 


shower-type wedding 
recep- 


tion when her husband 
gets 


back? 


WONDERING 


DEAR WONDUECING: 
You 


may honor the couple with a 
"imrty," but I wouldn't recom- 
mend a "showrr-type wedding 
reception" 
for 
parents 
of 


onc-nml-a-half-year-ohl child. 


DEAR ABBY: Recently our 


son brought a girl to our home 
so we could meet her, lie is 
probably serious about her be- 
cause he never brought a girl 
home for us to meet before. 
Well, that boy could not sit 
down without this girl plopping 
herself on his lap. She always 
had to be holding his 
hand, 


smoothing his hair and she 
would not let him out of her 
sight for one minute. We tried 
hard to like her, Abby, 
but 


she was disgusting! Our son is 
a college junior and so is she, 
If you were us, would you tell 
your son what you thought of 
such a brazen girl? 


HIS MOTHER 


DEAR MOTHER-, Only if ho 


HSketl me. 


DEAR ABBY: Can you tell 


me why the brides who never 
fnund the time to get out their 
lhank-you notes always man- 
ago to find the time to get out 
the birlh announcements? 


MISSISSIPPI MRS. 


DEAR MRS.: That's not al- 


ways the case, H just &e«ms 
that way. 


CONFIDENTIAL TO BERT: 


You expect too much. 
The 


nearest most people come to 
perfection is when they 
RT* 


filling nut an employment ap- 
plication. 


Get i( off your chest. For a 


personal, unpublished r e p l y , 
write to ABBY, Box 3365, Bev- 
erly Hills, Calif. E n c l o s e « 
stamped^ sclC-addressed enve- 
lope. 


For Abby's booklet, 
"How 


To Have A Lovely Wedding," 
send 50 cents to Abby, Box 
33G5, Beverly Hills, Calif. 


Speaking Of Your Health: 


Impetigo Highly 


Contagious 


The Pennsylvania Story 


Candidates Galore 


Denison 


HARRISBURG ....... This 
is 


(he year (he boobs lil orally 
*|irirm out of the ^r"und, 


This is the year of Hie "bis 


elections" - - when virtually 
every public office is up for 
grnbs except the governot ship 
awl kroner of ilu- oilcan at the 
village, water works. 


This is i he yenr Lhe voters 


find "lUnpia" 
if they swal- 


low Ivok, line and worm Iho 
»reat promises and ideologies 
espoused by the "mils"; those 
seeking the offices now held 
by incumbents. 


The contest for Pennsylvan- 


ia's 
legislative seats Ibis year 


amply illustrates Ihc point. 


Ono member of the House "t 


HepiesentEitivo.s f a l l 201) scats 
will 
)M> 
up 
for 
f i l l i n g Ibis 


year) reports ihat ai) adver- 
sary (who has never been in 
tb Legislature and hns never 
lu'ld public office of any kind 
for thai matter) vows that if 
he is "sent to Hnrnsburp" be 
will make his job of being the. 
elec-ted represcrilal ive "a lull 
time job"; (hat he will be on 
Cftplt"! Hill "every day of the 
week'' 
M-l •ving his eonslHu- 


t-nls! 


Of con rise? Ibis sounds; tjullo 


Krnn:linsi- 10 ibi> perhaps 
in- 


nocent voter u ho lias other 
things on bis mind than know- 
ing in rie I ail t fie responsible- 
tios of a Repre.senintivo. 


But -- wlinl 
ihis lioob 
is 


promising in bis absurd cani- 
pai^n pixuui.se of "neinp 
on 


hoard full lime hero in Hnrrts- 
Inn >i" is ul IULI I 
11^ i;bnvini; a 


houx Hi you'll tiiii I tiny where 
i.'imt th'-n- will 
fie many o/ 


I hem 
i'i i' 1 his <'um[iai»;ii yenr 


i.s ovei !). 


for 
example, 
uvcri if ho 


wero to appear here «n Capi- 
tol Hill every (Uny in bis "full 
lime" venture, where would 
the guy go? 


The simple fact is, there's 


nn place hero for hi ml 


Rank and file members oC 


1 iie I jegLslnl u re do not have 
spacious private offices whcre, 
1 hey may 
rest, their feel 
on 


nialiogany desks and .snon/e 
away 
the 
hours in com for I 


and privacy; only the legis- 
lal ive lenders have such quar- 
ters nml IT\QSI of those :u'C Itiv 
from plush. 


In other 
words, for 
t h e 


"out" aspiranl who throalcns 
l'> spend full time in Harris- 
bnrK, fie's going lo wind 
np 


doin^ one of two things: 
< 1 > 


ell her walking nvound Capitol 
Hill day in an<l flay out, or 
(2) resting on the benches in 
Cnpitoi Park alont; with down- 
town moppets ami 
in a Irons 


feeding the squirrels and pig- 
eons. 


It's as simple ns Ihat 
in 


reality, There is no pi nee for 
this nut who known nothing 
about the routine on Capitol 
Hill. 


Secondly, \vhnl lie would do 


for his constituents (workwiso) 
on a day-in dny-oul basis, is 
ln-yond Ihc rnalm of even the 
most niave Captiol Hill drone. 


When I he Legislature is out 


of session there is virtually 
nothing for a lawmaker to do, 
nnrl there is absolutely nothing 
for 
him 
to 
ffo le^islntivcly- 


5t|ir'AkiilK. 


\Vc use the wort! "virtually" 


for this reason: Iho average 
hiwmnkcr \s III ho found pop- 
ping In 
aru] out of Capllol 


Hilt — - when the Lcyjslrtture 
Is not III 
session —- [n-rhaps 


once- a week or every other 
week, 


He isn't hero on strictly 


"legislative" 
business; 
lie's 


here on "consiilueney" busi- 
ness, 
usually 
in some far- 


f e t c h e d manner willu'n the 
realm of "representing" 
bis 


constituency in one form 
or 


another, 


Thi.s involves anything along 


the mes.serificr boy route from 
straightening out a car regis- 
1 ration foul-up 
to arranging 


(and 
of t 5 m e s attending) 
a 


meeting between one of the 
Mate departments and a hack 
home governmental unit, civic 
"rgani/alion, etc. i.e,, a meet- 
ing 
hot ween ft local .school 


board and the Department of 
Public Instruction. 


Thai's the story between ses- 


sions on the legislator front. 
For 
the 
wild 
hopeful 
who 


premises such 
R great and 


glowing picture, «sk him1. ( n ) 
where bo's going in sil, and 
(b) u-hat lie's really going to 
do with his timel 


Veteran's 


Guide 


Q — Who is entitled lo re- 


ceive an invalid l i f t from the 
VA? 


A — Veterans receiving reg- 


ular aid and attendance sup- 
port from the VA. In addition, 
Iho lifl nuisl. he medically In- 
du 
pMc<l for Uic veleian. 
Q — Will the boys who are 


In Iho sen*ico now tie entitled 
lo government lonns 
w h e n 


they rut n m lo civilian life? 


A — Not »nli 
js^ pHit of lljt-lr 


service was In-fore January Hi, 
10.V>, when .such i iglils came 
lo an end, 


By Lester L. Colcman, M.D. 
Impetigo is a highly conta- 


gious infection of the skin. In- 
fants and yoiing children are 
particularly susceptible to Ihc 
bacteria (slrcploeoccus 
and 


slaphylococcus) tliat causes it. 


Adults, loo, arc occasionally 


Infected, when exposed by di- 
rect contact to children with 
impetigo. 
. Usually small blisters 
ap- 


pear in cluslers on Ihe skin 
and arc quickly spread to oth- 
er parts of the body by sclf- 
innoculfUion. 


When impcligo is recognized 


in hospital nurseries, 
\vj\vds 


or in schools, immediate isola- 
tion is imperative. Strict hy- 
gienic techniques must be dili- 
gently ndhoretl to if the dis- 
ease is lo be kept confined, 
controlled ami 
mote 
readily 


cured. 


Comparative AdvantuRPS 
Dr. ,1. W. Rut-uotL oC Har- 


vard Medical School complet- 
ed on intensive study of 
78 


cases of impetigo. His purpo.se 
WAS to compare the advantag- 
es of antibiotics applied direct- 
ly to the skin with nnlibiotics 
taken internally. 


The results of the study defi- 


nitely indicated that antibiotics 
when taken internally we r e 
luore effective against impeti- 
go and less effective when ap- 
plied directly lo Ihe infected 
nrea In lotions and. ointments. 
Yet there is sufficient rcasrm 
In liolievo that impetigo de- 
serves 
the advantage of a 


combined barrage of antibiot- 
ics bolh internally and exter- 
nally. 


1'Tnrly Recognition 


Mo.st Important is Ilie parly 


recognition 
of 
Ibis 
virulent 


skin condition antl Ihc csinb- 
lishmont of ri^id rules of isola- 
lion and hygiene. 


tppiUln washing mid softrn- 


hn: of Uir encrvisled area with 
soap (tincture of green snap is 
rxeellent) Iwo- or three times 
daily allows Ihc antlbotic o!nt- 
iiH'iil let reach its 
haclerinl 


targel, \Varm c-ornpresse^ 
of 


mild salt wnter (onu ltn\s[>oo)i- 
ful of huusfJiolt! suit in tt quint 
of water» is effeclivo In lu- 
inovinK llic cnuslinjj. 


Although few complEcalions 


arise from this highly conta- 
gious skin infection, immedi- 
ate treatment must be em- 
ployed. 


Impcligo resembles m a n y 


other types of skin infections 
lo the untrained eye, Y o u r 
physician's diagnosis and di- 
reclion are important for its 
rapid control and cure. 


Bananas A Health Food 


You should never put, banan- 


as in the refrigerator for a 
number of reasons. According 
to a survey made by Dr. Mar- 
vin Gassier of Los Angeles, 
the best place to keep them is 
in the stomach. 


A detailed four-monlh study 


made on patients between the 
ages oC sixty aiul 
n i u e l y 


showed that bananas have a 
special value in the feeding of 
overweight and elderly 
pa- 


tients. The banana's pleasant 
taste, low caloric content and 
hunfier - satisfying 
quality 


make it exceptionally popular 
with nutrition experts. T h i s 
fruit 
IK palatable, nutrious 


anil readily digestible. 


IiilrRnil 1'art 


Dr, Gasstor feels that 
the 


banana should he included in 
a wide variety of diets 
be- 


cause it contains only eighty 
calorics but has a high mineral 
and vitamin content. He has 
used the banana as an integral 
part of many diets designed 
for weight r e d u c t i o n and 
weight control. 


People with any special dia- 


betic or metabolic 
disorders 


should, of course, consult their 
own doctor before undertaking 
any new or radical dietary re- 
gime. 


Whon the banana is usoc! in 


any diet, it must be included 
only as a supplement. "Men 
cannot live hy broad alone" —• 
nor will bananas alone suffice. 


Markin Time 


When there is rcajon for debate, 


It may be beat lor yen to wait. 


It you decide when you are 


mud, 


You're lieaUinx into somtHhing 


IXKl. 


LutL'-r .Murkin 


Paul Scott 


and his ton policy-makers al- 
ready are mapping plans on 
how lo win Senate ratification 
at this session of Congress. 


As part of this a d v a n c e 


strategy, the President called 
in Senate Democratic 
W h i p . 


Hubert Humphrey, 
Minn., 


Senator J. William FulbrighC 
D-Ark., chairman of the For- 
eign Relations Committee, and • 
Senator Richard Russell, 
D-, 


Ga., 
chairman of the 
Armed- 


Services Committee, for indi- 
vidual briefings on Ihe 
pro- 


posed treaty. 


Senators Humphrey and Ful- 


bright warmly lauded 
the 


move and expressed the opin- 
ion that the Senate would pass 
the treaty without major diffi- 
culty. 


Senator Russell, who vigor- 


ously opposed the limited nu- 
clepr test ban in 19G3, warned 
the 
President the 
proposed 


treaty could toucli off a pro- 
tracted debate that coulri stall 
his legislative program in the 
Senate. He made no commit- 
ment. 


Propaganda Move — To sell 


the new disarmament move to 
the Senate and the public, the 
President's top policy-makers 
are setting up an ad hoc corn-1 
inillee of lop government offi- 
cials within 
the Administra- 


tion. 


Purpose of this group, which 


probably will be headed 
by 


Secretary of State Rusk, will 
lie to arrange speeches both in 
and out of Congress lo create 
an atmosphere favorable 
for 


swift passage of Ihe treaty. 


The theme of these talks will 


be thai the destruction of tho 
bombers can create "new con- 
fidence" and "world pressure" 
for more substantial Mast-West 
disarmament steps. Also, 
the 


treaty will commit the Soviet 
Union to the principle of U.N. 
inspection o( arms c o n t r o l 
hie a su res. 


The Joint Chiefs of Staff, in 


vigorously opposing the 
dis- 


armament move, have warned 
the White House thai 
th« 


treaty plays into the hands ol 
the Kremlin, which is seeking 
lo neutralize tho superiority ot 
the U.S. strategic 
bombing 


force. 


Missing Document — Assist- 


ant Secretary of State Robert 
Manning has been quietly rep- 
rimanded by his superiors for 
"losing" a confidential State 
Department document. 


The. "classified" 
memoran- 


dum, containing secret details 
of a high-level foreign policy 
meeting attended by the lale 
President 
K e n n e d y, 
dis- 


appeared while the public af- 
fairs officer was in New York. 


According lo tho Depart- 


ment's own security 
report, 


Manning admitted "1 o s i n g" 
the document whon he took it 
to a restaurant to discuss for- 
eign policy with some friends, 


The Senate Internal Security 


Subcommittee, which is prob- 
ing Ihe security violation, has 
asked Secretary Ru.sk for full 
details of the incident. 


In their request, the sena- 


tors pointv out Ihat 
Security 


Officer Otto Olepka was ousted 
from the Department for al- 
legedly giving the subcommit- 
tee information of a less so-, 
crcL nature than that 
con- 


tained in the document Man- 
ning lost. 


Coming Kvents — A Senate 


report with political rnmificn- 
tiorts will soon be released on 
the Billic Sol Estes investiga- 
tion and the involvement of 
Agriculture 
Undersecretary 


Charles Murphy, a 
political 


lieutenant of President John-' 
son in 10SO. Senator John Me- 
Clctlan, D-Ark., chairman 
of 


the Senate Permanent Investi- 
gating Subcommittee, is circu- 
lating the report among mem- 
bers for their comments and 
approval. The Texas promoter 
has been convicted of fraud. 
The report was delayed 
by 


McClellan because of the Jus- 
tice Department's legal 
pro- 


ceedings . . . The 
National 


Stories 
Behind 
Words 


William S. Tenfold 


Several hundred years ago, 


excavations in Rome revealed 
the ruins of ancient buildings. 


The chambers o£ some 
of 


these buildings were decorated 
with ornaments and paintings 
of greatly distorted s h a p e s 
and designs. 


The Italians called such 
a 


chamber "grolta," an 
artifi- 


cial cave or grotto. 


The fantastic fashion of the 


ornaments and paintings, was 
called 
"grotlc,<ca," 
meaning 


grotto style. Groltcsca 
was 


adapted t& French as 
"gro- 


tesque," and about 1640 
the 


French form passed Intact in- 
to English. 


\Ve still use the word to rte- 


st-ribc! anything of n fantastic 
ur Ijjjarr* shape or manner. 


f 
ist 


Mf 
Belween 
U— 


—By Bobby Westbroot 


It was a tantalising weekend 


with just enough 
t i in c for 


glimpses into life in Yugoslavia 
mixed in with plans for 
the 


wedding next weekend to whet 
the appetite for more 
before 


the Wheelers took off in 
the 


dawn's early light. 


There was a poignant 
bit 


about the Yugoslavian 
reuc- 


tion to President 
Kennedy's 


death and a comparison 
of 


television in that c o u n t r y . 
There was Joe's reaction to 
"ill I tha consumer go oils" in 
A hasty shopping trip to fill 
in junior bridesmaid's 
needs 


for Uolrin who at 13 doesn't 
fil into any J'X picture. 


Teen-Age Bedroom Can Be 
Both Castle And Sanctuary 


New York (CFX)—Step aside, Mom and Dad, your daughter 


is growing up! 


From early adolescence, tenage girls begin to move away from 


their mother, father and family, and attempt to establish new, 


And the fad that 


talks in her .sleop 
Serbian, wrote hoven letlei's the 
first day to Serbian classmates 
— and started an A m e r i c a n 
movie star scrap book. And the 
mother of the bhrlc got the si)k 
for her dress in France, Die fur 
trimming in Italy, and had it 
made, perforce to her own de- 
sign, in Belgrade. 


So 
iv i I It :i t h ous;i i id 
new 


questions swirling 
n r n u n il 


llmt will Inive to unit for an 
answer, I guess may lie 
I'd 


l>ettcr tackle sonic questions 
I can answer. Mario Knpte.v 
has been pu/./.lrd liy the fact 
llial ahout a dozen pictures of 
tho young ladies iinnouncing 
tliiur 
pnjfrtEement 
shows 


tliem wearing what seems to 
be idonlip.nl dresses. 


And no wonder — except it's 


not a dress but a piece of black 
velvet draping whicIi a lot of 
photographers use for year-book 
pictures, engagements and the 
like. It makes n sort ot time- 
less background for young fac- 
es and incidentally v o i d s the 
danger 
thai umpteen 
years 


from now someone might, 
re- 


call: "Oh, you graduated 
the 


year we wore those lcg-of-mut 
ton sleeves'' or whatever. 


Contrary to nil the rumors 


sweeping through town, Bill 
Clark did not have a licart at- 
tack and collapse on Main St. 
lie was taken ill at home uiul 
went by nmbulnnep, ns a pre- 
cautionary measure. 


In answer 
to the 
criticism 


that newspapers play up 
the 


rcusational 
doings ot 
delin- 


luenls while ignoring the 
ac- 


complishments of their worthy 
son temporaries, 
may 
I 
point 


to all the space we've 
given 


them over the past few days. 


And ask two questions of 


my own: "J)!d you rend those 


more independent individualities.1 


They live between two worlds™ i p]00). 


n 
she'that of a child and that of. an 


speaks ' adult woman. 
They're absorbed1 


in integrating their, new femini- 
nity. And. like 
Gai'ho, 
they 


want to be alone. 


What heller place to worry 


about current teenage problems, 
and also about future adult af- 
fairs, than - in the 
privacy of 


their own room? 


Let your 
teenage 
daughter 


1 benefit from a cheerful, atlrac- 


; i vc room. 
Let "her" roo rn be 


am-tuary of gay draperies 


and youthful furniture, with a 
richly 
hued 
bedspread 
and 


bright scatter-rugs calling the 
color-scheme tune. Let 
it, re- 


flect both the femininity and 
l ho practicality that 
will 
be 


blossoming in her as she leaves 
her childhood behind her. 


lows — progressively 


smaller so that they can bo plied i 
up in an inviting heap whoi\ n<H ; 
in use—arc Ideal floor seats. Old t 
footstools, covered 
wilh ^ily 


colored felt, are a good idea too." 


Scattcr-rugs or 
oilier 
floor 


coverings onsy to remove arc1 a 
must according to Mrs. Hel.scl. 
"They can he 
whisked 
away 


when 
the floor is needed for 


dancing," she explains, 


A 
gc od - s i zed 
d c.^k 
pe r-h a ps 


uibline as her vanity table — 


Cub Awards 
Made From 
A Wigwam 


Barrett — Chief Mr. Minnie 


EJo-Ho, in an Indian headdress 
of feathers in the Cub colors of 
blue and gold, made the awards 
preseillation at the meeting of. 
Cub Scout Pack 89, held for the 
first time at the Barrett 
Ele- 


mentary Center. 


Hach cub who received 


award was accompanied by 
parent to the door of the wig- 
wam where the chief made the 
presentation by the glow of 
ceremonial camp tire and the 
rhythm of beating torn 
tonis 


and also gave each Cub a hoad 
band of blue and gold. 


D i roet e tl by \ Vil 1 iam Wa gnc i 


and William Picketl, the follow 
ing Cubs were honored: Ed Ma 
gann, wolf badge and gold ar 
row; Richie Price, silver arrow 
and assistant denners 
b a r s 


first year service stars lo Dan 
ny Biles, Gary R e i n h a r 
Steven Rodgers, Kd 
Magann 


Rusty Deckei' and David Ahso 
lorn. Acting clenncr was Steven 
Rodgers. 


Tho annual January project 


a Pine wood Derby headed 
b 


Robert RcinhaixU, featured, Cub 
co n .s L r u fit? ci pine crafts 
w hie 


were raced in competition. 


Winners were: Robert 
Boyc 


den 
1; Richie Price, 
Den 
'2 


John Van Driesen. Den 2; Chr 
Price, Den 
f>; 
Marly Varva 


Webelos- Assisting were Rober 
Reinhardl Jr.. Stanley 
Isko 


witz. William Manhart and Jac 
Sluiwaker. 


K a i*h den alsn displayed post 


The Daily Record. The Stroudsburgs, Pa.— Tucs., Feb. 4, 


are 


By Bobby Weslbrook 


and plenlv of storage- shelves for "'s 1'°1 
hUinS to the theme 
atn- 
1.....L ..:„.,.,*„ ~t..tt..* „,.;„,-,,i ily Alert" with Mrs. Dorothy 


WiJkenson as chairman. 
Pack 


Btorles?' 
through?" 


"All 
the 
wuy 


A teenago girl's bedroom Is a 


room of many use?, many faces. 
It's for living, dressing, partying 
and studying, as well as sleep- 
ing. Long gone arc the days 
when a bedroom was, in fact, 
solely a bedroom. 


New York decorator Marjorlc 


Borradaile Ilelsel sees a girl's 
bedroom as a sort 
of 
quick 


change artist. "It 
should, 
of 


course, be comfortable, restful 
and bright as a basic room for 
sleep." she says- And. it should 
also have aJl the facilities of a 
fully equipped dressing room - 
good mirrors and lights are, af- 
ter all, the first steps towards 
good 
make-up, 
dressing 
and 


grooming. 


"When friends come over to 


dance, play records, or just talk 
(ho 
young 
hostess' 
bedroom 


should be easily adaptable for 
entertaining." 


Mrs. Ilelsel, who has a son 


and daughter of her own, sug-; 
pests placing tlie bed against 
tlie wall so that it can be used 
ns a sofa, and piling it with 
scalier cushions to blend or con- 
trast with the bedspread. "A 
cocktail-height table is ideal in 
a teenager's bedroom," she says. 
"It's exactly the right height 
for soda and cookies when the 


, gang's alt there on the 
floor. 


books, records, stuffed animals j 
and any tiling 
and 
everything ' 


else hoarded in 
her 
lifetime, 


complete the picture. 


Take your color 
cue . from 


your bedroom such as Bates new 
bedspread 
"Embroidery," spe- 


cially 
dedicated 
to teenagers. 


Then, mix or match. 


Colors can make small rooms 


look larger, narrow rooms look 
wider, low ceilings higher, Ir.eh 
ceilings 
lower. There 
is 
no 


architectural asset that cannot 
be accented, no fault that can- 
not be covered if you know how 
lo use color correctly. 


You can make 
thiups 
^rern 


larger tJhan they arc with lipM 
colors and smaller and heavier 
wilh dark colors. Bright colors 
attract the eye and can be used 
to draw attention away from un- 
attractive objects, 


winners were; Richie Price, 1; 
Chris Price, 2 and Robert Boyd, 
3. 


Guests included William Vin- 


cent, district 
executive, 
and 


Mrs. Vincent; Harry R e i d e r, 
neighborhood 
commissioner; 


and Rev, Mr. Weiland, commit- 
tee chairman. 


New Den Mothers are Mrs. 


Mary Coffman, Mrs. Peg Lew- 
is, Mrs. May 
McKLnney 
and 


Mrs. Henry \Vcirtaw. 


Family Alert 
Emphasis By 
Cub Pack 85 


Tiinucrsville — The dens of 


Cub Scout Pack S3, of Tanners- 


Lot your daughter reflect and ville maintained Its 
February 


flatter' her personality in the " 
"" " 
~ 
v 


Off-beat Ski Styles Echo 
Every Sport Except Skiing 


By Jean Sprain Wilton 


AP Fashion Writer 


New York (AP) — The way 


to be an Individualist on 
the 


ski slopes this winter is to dress 
the part of a skier. It Is a safe 
bet that nobody cl.se will look it. 


Apparently 
when 
suburban 


housewives bogan to do 
their 


supermarket shopping in 
ski 


lodge attire schuss addicts re- 
belled by d o n n i n g 
non-ski 


clothes for their mountain slid- 
ing. 


The tennis look, the skin div- 


er, and the motorcycle look are 
now new and unlikely 
themes 


for 
fashionable 
appearances 


against R white blanketed back- 
drop. These are all 
sportive 


themes, but for the w r o n g 
spo r t. 


Add lo this the cowbny look, 


the rugby look, even a tUDe bit 
of the boudoir look and you get 
an idea of how far afield — and 
hillside, too — the current sk 
.style inspirations arc. 


But non-ski styles arc not lo 


be confused with sportsman-de- 
signer John Wcitz' cloven non- 
sport 
sportswear 
collection. 


TIiis includes n nonswim suit 
for the bathing beauty who dips 
a painted toe into the still wa- 
ter, squeals, and retreats per- 
manently to the poolside party. 
There i-s also a non-tennis dress 
for the unruffled, unperspiring 
cvery-hair-in-placc non - jacket 
wielding belle of the court. 


And naturally, there is a non- 


ki suit for (he non-brave lasa 
who chickens out of the air lift 
basket just before it . s w i n g s 
aloft. No, this non-sport sport? 
clothes thing is something else 
again. 


Non Nonsense 


Fortunately, in Sweden Swit- 


zerland and Austria there are 


>mc avanf garde designers (or 


are they old fashioned?) 
who 


believe that if you are going lo 
climb a mountain you should 
b« dressed for the t a s k , and 
that if you are going to scurry 
down it one way or another you 
=houlcl look that way. 


Ami if anybody knows how to 


kec p w arm 
beaut i f u !1 y, 
color- 


fully and practically, the^e ex- 
perienced winter sportsmen and 
women do. 


way her room is decorated. And 
remember that colors can make 
or break a piiTs bedroom. 
Sr> 


can the furniture. 


The niost important part of a 


bedroom—the bed—doesn't show. 
It's under that brilliant bed- 
spread. But, because 
we 
all 


spend about & Ihivd of our lives 
ti bed, refreshing ourselves for 
our active hours, it's important 
that our beds are of the high- 
est possible quality. Buy your 
daughter a really good bed, then 
build from there. 


Bates know that those hints 


are only the beginnings of a 
completely 
individual 
teenage 


bedroom. 
It's the little personal 


touches that realty count. 


Dinner Will 
Launch Church 
Campaign 


Ciimutpiisis 
A family niphl 


supper at ihc Canariensis Mor- 
avian Church will kick off the 
"Strength for tho Sixties" cam- 
paign tonight at 6:30 p.m. 


Members of the congregation i 


will bring covered dishes, their' 
own table service, and milk for ; 
their 
children 
for 
a 
dinner t 


which will precede a program 
planned to explain (he aim ol 
the church for this decade. 


Brian 
Kent, interim pastor, 


will preside and introduce guest 
speakers. 


Karl Droge, chairman for the 


campaign, pointed out in an- 
nouncing the dinner and pro- 
gram that no solicitation 
will 


lie made. He said, 'The pro- 
pram is designed lo 
acquaint 


l he membership wiin needs and 
aims of the church during Hie 
sixties." 


In VA Hospital 


\VilUes-RaiTf! — John ,1. Bak- 


er of Mounlainhonip is a patie-nl 
at the Veterans Administration 
Hospital, Wilkcs-Barre. 


theme "Family Al«rl Plan,11 by 
performing 
n 
musical 
s k 11 


which was called the "Hoote- 
nanny Program." 


Sponsored by 
the? P o c o n o 


Twp, Fire Co., Cub Pack 
85 


distributed disaster 
prevention 


books. 


According to Clair Walling' 


ford. Cub Master ot Cub Pack 
S5, presentations were made lo 
the following Scouts: 


The 13 Scouts who 
receiver 


awards are Mark Wallingford 
Dean Haliet, 
Danny 
Johnson 


and Barry London received the 
wolf badge award. 


Other awards went to Mark 


Rohbins, Gregory Carrier, bear 
and golden arrow badge' Barr> 
Hartshorn, Terry Martin, 
boa 


badge; Jack Rader, bear badge 
gold and silver arrows; Rober 
Wallingford, gold arrow; Slan 
toy Storm, lion badge. 


Also Donald Robbins, 
g o ! ( 


and 
silver 
arrows; D e n n i: 


Schmoyer, Wcbelos badge. 


Plans were niarte lor Ine Blue 


Gold Banquet which will 
IK 


held Saturday. Feb. S at 6 p.ir 
in tho Tanncrsville Fire Hall. 


Bride-To-Be 
Feted On 
Wedding Eve 


\Voo4lilnle — A shower in hon- 


• of Miss Jacqueline Stewart 


who became the bride of John 
D. Lesoine of Knsl Stroudsburg 
was held on the eve of 
her 


wedding at (ho home of 
Mr. 


anil Mrs. Russell Kdinger. 


Those attending were Flor- 


ence Bird, Mr. and Mrs. Floyd 
Warner, Unlcc Brown, 
Myrtle 


Halter-man. Jerry Cramer, 
Mr, 


and Mrs, Paul Muth, Mr. and 
Mrs. Jerry Mosteller, 
R u t h 


Cortright, Joan Brush, Judy Lc- 
soine, Mildred Lesoine, Mr. and 
Mrs. John 
Lesoine, 
Dorothy 


Davis, Viola Ace. Mr. and Mrs. 
William 
S t e w a r t, 
Kvelyn 


Hughes, Mrs. 
A d n m LnBar, 


Betty Van Yiiet. Arlene Mosh- 
er. Dolores Adams, Mr. 
and 


Mrs, Kdnumd La Bar. Mr. and 
Mrs. Russell Transiie, M a r i e 
Schaller, La urn Repsher. 
Mr. 


and Mrs. Gary Cortright, Ron- 
ald Cot'tright, Harold IBnlmoos, 
Leslie LaBar, Hazel D e c k e r 
and Phyllis Decker. 


Also sending gifts were Yiv- 
nia Mosher, Catherine Miller, 
ean White, Dorothy 
Hufford, 


thcl Lesoine, Mr. 
and 
Mrs, 


ard O'Hara. Rsther 
Hughes, 


oyce Heller, Rae Pryse, Kerry 
trunk and Bcrnice Bok. 


Family Party 
For Coffman 
Anniversary 


Swiftwater — Mr, and Mrs, 


George Coffman Sr, of 
Swift- 


vnter marked their 40th 
wed- 


ing anniversary on 
Sunday. 


Jn Saturday night, a 
family 


inner party was hold in their 
ionor at the Bartonsvillc Hotel. 


A bouquet of red carnations, 


vhite asters and snapdragons 
vith 
gifts 
of money 
tucked 


among the blooms served as a 
Centerpiece for the table. 


Those present were Mr, and 
.Irs. Charles Hauf and William 
Fox of DcnviUe, N.J.; Mr. ntid 


Irs. Allan Mnnn and daughter, 
'atricia of Kcarny, N.J.; 
Mr. 


and Mrs. John 
Coffman 
anil 


Hadassah Talents Cover 
Wide Range Of Hobbies 


Stroutlsburg—The hobbies of members of the local branch of 
fla&sah range all the way from dog-handling to smoking lo 


Hebrew lettering. A demonstration of these talents was foaluree 
at the January meeting held at the Temple Israel 
with 
Mrs 


Bcrnhard Pressler as chairman.^ 
• 


The- most unusual hobby was 


an illustration of dog training 
by Mrs. Philip Fleiss accompan- 
ied by her show dog, Pook. Mrs. 
Fleiss also offered lo clip dogs 
to raise money for her donor 
pledge. 


Mrs. Norman GeUier exhibited 


a ceramic number plaque work- 
ed with colored stones in a floral 
pattern, and also presented a set 
of felt puppets she had made 
from a kit. Mrs. N. D. Lambert 
also exhibited ceramic work she 


Youth Choir 
To Sing In 
New Gowns 


Stroudsburg — The Y o u t ] 


Choir of (he First Presbyterian 
Church, Slroudsburg, will we; 
their new choir gowns of azun 
blue with while satin robots fo 
I h e 
f i rsf 
time on Wed nesda; 


night when they 
ill present 


hud dmir nn.l an oil painting by! nulsical 
l>™grani °1 ""them 


her husband 
land spirituals tor the mid-woe 


following 


daughters, Linda and Sandra, of 
Slroudsburg; Mr. and Mrs, Don- 
ald Paynter and daughters, Ann 
and Crystal of Stroudsburg RD 
2; Miss Carol Coffman of Swift- 
water. 


The Coffmans were married 


al the Tannersville 
Reformed 


Church parsonage. Sin? was the 
former E, Ruth Bogert. 


They have two sons, 
f i v e 


daughters and twelve 
grand- 


children. 


Fine sewing was demonstraicd 


by Mrs. Sam Newman with cm- 
broidery work surrounding an 
electric clock 
and 
hand-sewn 


children's outfits including hand- 
smocking. 
Mrs. Albert 
Roster 


wore a 
three-piece 
outfit 
of 


blouse skirl and vest she hfld 
made and also displayed a junip- 
er and blouse- she had made for 
her mother-in-law, Mrs. Mary 
Koster. 


Mrs. Bernhard 
Pressler dis- 


played Hebrew lettering in a set 
of flash cards she had made for 
use in leaching and offered to 
lake orders for those wishing 
sets. 


During I he business meeting 


with Mrp, Hosier presiding. Mi? 
Larry Creenstcin, new chairman 


f the Hadnssah Israeli Fashion 
•how, announced! it would be 
eld on Wednesday, June 24 at 
Jnity House, in Bushkill. 


Tentative plans for a theater 


mrly to attend the performance 
>f an Israeli group of players 
ailed the Habimah in New York 
March 10 through March 21. The 
any "Karh Hail Si>: Wings" has 
eccived excellent reviews from 
he critics. Anyone 
interested 


n attending may call Mrs. Nor- 
nan Gelbcr. 


A baVe sale was scheduled To) 


reb. 2S al Iho Kast Slroudsburg 
National Bank. 


Mrs. Sidney Cohen asked foi 


•oUmle-crs to attend a rcgicno 
o-minar in Bible sluly in Lnn 
caster 
beginning 
March 
30 


Those interested \voro asked to 
all her. 


Mrs. .Teromo Rulim, chairman 


of the March program, announc 
ed thai a new Hadassah Medl 
cal Organisation film, "In 
American Tradition," 
will 


shown. 


Refreshments were served b> 


Mrs, Morion Barrow. Mrs. Ton 
Brcslauer, Mrs. Al Goldstein am 
Mrs. Edward Kat/. 


GOING UP — Stocking, 
knickers, bulky knil zigznjf 
sweater wilh a (urlltneck 
rising over the scarf-cap 
that shelters ears— that's 
the fashion formula for n 
cold day on a mountain 
..side. 


Open House 
For Cramers' 
40th Anniversary 


\VocxlilaIe — An open 
hous 


celebrating 
the 
33th 
wcdriin 


a n n i ve rsa ry of Mr. 
and 
M rs 


Justin Cramer of Wooddale wi 
bo held on Sunday 
aflernoo 


from 
'2 to fi p.m. at the horn 


nf their son 
and 
dautjhter-in 


lav,-. Mr. and 
Mvs. 
R o b c r 


Ci'amcr of \Voodtialc. 


Friends and relatives are cor- 


dially invited. 


Spangenberg 
89 This Week 


K:ist Stroudshursr — George 


I?. Spangr-nburg, a long lime 
resident of TCasl Slroudsburg 
n n d s u rrou n rl i n g a rea s, who is 
now living in Texas, will cele- 


LegionAux. 
his sr)!h hirlhda* t h i s 


Kast Strouihliurfr — Anicri-l 
Those who wish lo remember 


can Legion Aux. will hold its j him by .sending birthday cards 


Two Couples 
Seek Licenses 


Stroudsliurg — Two 
couple: 


applied for marriage licenses al 
tho office of Frank Smith, pro 
thonolary and clerk of court: 


Thomas Richard Strunk, IS 


SlroudJ?burg, RD 1 and Dian 
Marie 
Houch, 
38, 
of 4 
Mar 


guorite St., Kast Stroudsburg: 


John Joseph Yannucci. '22, o 


72 
Ransborry 
Ave., 
K a s 


SI roudsbu rg, and Pa t r ic i a 
f ,i I 


lian Bridge, 1>0. of 17-11 Pukun 
Ave. Stroudsburg. 


Aid Anniversary 


Kn.st Stroudsburg — The La 


dies Aid Society of Grace Luth 
eran Church, iTast Slroutlshui'E 
wilt hold nn annivcr.sftr>F dinnc 
at noon on Wednesday pret-ed 
ing their monlhly b u s i n e s s 
meeting, It will be a pot luck 
dinner. 


WSCS Tonight 


Portland — The Woman's So 


pi ply o[ the Portland Methodis 
Church will meet lonighl al 
at tlie home of Mrs. Lawrence 
Randolph, State St., wilh Mrs 
Harry Pensyl as co-hostess. 


WIRT D. MILLER 


"Fine Foods Since ISIT' 


~'^[l Muin St., .Slroinlilmrg 


Phone 


421 -5720 


Floor Maintenance 


- SUPPLIES - 


Par Business - Industry 
Hotels - Kesoris - Motels 


Call 476-0073 


ACKER & JOHNSON 


TODAY'S SPECIAL 


SPAGHETTI & 
MEAT BALLS 


85c 


ODNETTE 
ESTAURANT 


uin St., Strouctsburn 


the 
fa mil 
or vice 
iphl supper. 
They will wear t hem 
agn 


ii 
Sunday 
for 
the 
morning i 


orship service when they will 
ng the responses 
for 
Youth 


unday, Feb. 9. 
Members of the choir are in 
e fourth t h r o u g h 
seventh 


fades in school and are under 


direction of Marlecn Klein- 


Panel To 
Plot Role 
Of Women 


East Stroudsburr — A panel 
l 'The Role o( the Christian 
Voman" will highlight a spc- 
.al program presented by (he 
Vomen's Society or 
Christian 


Service o[ the Last Stroutlsburg 
iletliodist Church on 
Wednes- 


day night at S. 


Witli Sallie Ferrcbec us panel 


moderator, the pane] of experts 
n various fields will discuss the 
role of women: in the church. 
Mrs. Kenneth Stine; in 
social 


concerts, Dr. AlbcM-la Finch; in 
citizenship. Mrs. Fred W. Da- 
vis; in higher education, Mrs. 
Theodore Miller; in the 
home, 


Mrs. Alan Sterner. 


Each resource person 
iv i I I 


speak briefly on her particular 
subject nnd Inter will partici- 
pate in a general discussion. 


Preceding the panel, at 7:30 


members o( the WSCS w i l l 
meet in the worship chapel for 
devotions and a brief business 
meeting, 
directed 
by Mrs. 


Frank Tolman. president. 


Refreshments will' be 
served 


after \Ue program by ch-clcs 4 
and 5. 


All women of the church and 


of the community are invited. 
The program will he held in the 
new all-purpose mom of 
the 


church. 


There will be a display of ar- 


ticles for the Ingathering 
for 


Inch mcmbei-s are 
asked 
to 


ring their donations. 


(Calendar 


St. Matthews 
'arentsTo Hear 
Vliss Marie Brown 


Ensl StrouiUlmrg — Miss Ma- 
ie Brown assistant 
professor 


T education at East 
Slrouds- 


»urg Stale College and! super- 
•isor of elementary 
student 


caching, will be the sj>eaker at 
he meeting of St. Matthew's 
Barents Assn. on 
Wednesday 


light at S in Hie school audi- 
.orium. 


Her topic will be "Your Child 


n School". 


Keystone 


lub Serving 


Spaghetti 


Ensl Slroudsburp — The Key- 


stone Consistory Club of 
Mon- 


roe County will serve a com- 
plete s p a g h e t t i supper 
Thursday 
night in the 
East 


Stroudsburg Methodist Church 
beginning at 6 and continuing 
until all are served. 


The supper is open 
to 
the 


public with the proceeds going 
lo Hie charily fund of the club 


Scouts To Serve 
'ancake Supper 
Kast Stroudslmrg — A pan- 
ake and sausage supper will 
« solved on Fi-USay from 4:30 
o 7 at the East 
Slrourtsbm-g 


lethodist Church. The supper 
s sponsored by Boy Seoul Ex- 
ilorer Post 81. A free dotintion 
vill be accepted foi' the supper. 


"riendship Circle 


Portland — Tlie 
Friendship 


Circle of the Portland - Mount 
bethel Community Presbyterian 
Church, will meet tonight Rt Use 
lome of Mrs. Thomas Nauglc. 


let us help 
you with your 


We're like til 


the world — we love 


lovers! Come in today and 


let us help you plan the 


•flowers that will make 


your wedding just perfect, 


BENDER 


GARDENS 


6?0 Phillips St., Stroudfthurr 


Phone -121-2757 


January meeting on Thursday 
night at 8 at the Legion Home. 


mtvy send thorn to 351Q Xorth ! 
Stanton S. F.. El Paso, Texas. | 


L\ 


"ASK 


YOUR 


NEIGHBOR" 


"Say 3l Wllli 3-ruit, 


er 


For the Ideal Gift for Anyone 


rhone Voilr Order Now 


421-4990 for o 


Driebe Fruit Basket 


Only $3.80 up 


Pocono Produce Co.. Inc. 


777 N. Elh St. 


Stroudtbure 


with mart than a Century of family tradition in fins /urniturs and appoint- 
men |s — wHh Third generation craftsmen — and with tht great names in 
furniture — bedding, carpet and lamps offers the unusual values during. 


Monday through Saturday . . . Nine to Five . . . 


AT OUR FACTORY SHOWROOMS 


The olif "rnrllnnil Hoimr" Tlolrt— » 


'-Guillen K*Kle Inn" for *ililLlln 
plnr frllli fine fonn unit iirlrll*. 


And bras., inc. 


1'OKTI.AND, I'KNNA. 


Tuesday, February I 


Optimist 
Club, 
Penn-Strourt 


Hotel, 1215 p.m. 


Willing Workers Class, 
Ar- 


lington Heights Chapel at home 
of Mrs. Daniel Walton, Chipper- 
held Drive, 7:15 p.m. 


Temple 
Israel 
Sisterhood, 


12:43 p.m. a* Ten]pie, Wallace 
St, 


Sunshine Class, K. S. Meiho- 


clist, 7:15 p.m. 


Junior Woman's Club, Stroud 


Community House, 8 p.m. 


St. 
Maiy's 
Guild, 
Christ 


Episcopal Church. 2 p.m. 


Cancer workshop, Delaware 


Water Gap Kirohousc, 10 a.m. 
to 3 p.m. 


AHar. Rosary executive board 


at home of Mrs. Richard Di>h- 
ninii, 5.V2 Scotl St., Stroudsburg 
S p.m. 


The Women's Auxiliary of the 


Delaware Water Gap Presby- 
terian Church will meet Tues- 
day at S p.m. in the home ol 
Mrs. Donald Xase in Delaware 
Water Cap, 


Campaign kick-off 
d i n n e r , 


Canadensis 
Moravian 
Church 


6:30 p.m. 


\Vp<lni 
iMl:iy. February ,1 


= 
Leisure Hour Club, YMCA, £ 


p.m. 


Breakfast 
meeting. T1,C 


Council of Republic-mi Women 
at 
Kami-cm-the-Hi 11, 
Swift- 


water. 


Staff Nursos at General Hos- 


pital, full and part-time, 2:30 
to 5:30. 


Tl\c Fidelia Cla^s of SI. John's 


Lutheran Church will meet at. 
the home of Mrs. Edwin Buck 
on Bridge St. at S p.m. 


Panel on "Role of Christian 


Women," ES Methodist Church, 


p.m. 


Breaks Leg In Fall 


Mmml 
V o c o n o — 
Mrs. 


Charles Brock is confined 
to 


her home on Kinney Ave. with 


leg which she broke in a fall 


on the ice. 


CLINIC HOURS 
Planned Parenthood 


ASSN. 


Out Patient Heparlmcnt 


(icnenil Hospital 


Tuesdays—13:30 to J P.M. 


THE 


WYCKOFF 
SHOPPER 


I have been to many dinner parties in my time, but 


none more enjoyable or nostalgic than tluit given last 
Thursday evening: in the Penn-Slrpnct's Rcgina Suite 
by Mr. and Mrs. Ernest II. Wyckofl in honor of Laura 
Fabcl and Beatrice Gorgy, who are retiring after more 
than forty years with our store. Laura, now head of 
our Hosiery'department, has had -i(j years of service— 
more than half of the history of our 83 year old store. 
Beatrice has been with Wyekoff's -12 years. 


The oldest employee present in years of service 


was Henry Buck, who came to Wyckoff's about the same 
time aa "Papa" himself, in 1911. Henry is retired now, 
but sli|l works now and then, and delights us with his 
memories of the many experiences he had when he waa 
in charge of WyckofT's delivery service. He remembers 
the horse and buggy days when he made four deliveries 
daily in the Slroudsburgs, meeting I he trains and some- 
times leaving nothing more than a spool of thread or 
a package of needles at a customer's door. In those 
days too, when there were few telephones, pur de- 
liverymen took orders in the rural communities, and 
often came down from the mountain at the end of a busy 
day with more than a thousand dollars in their pockets. 
Their experiences were scary sometimes. 


Henry also recalls that, for a while we had motor- 


cycle delivery. Just how many parcels would fit upon 
a motorcycle! 1 couldn't say. Probably tho same amount 
as were delivered hy the bicycle in the days prior to 
horse and wagon. 


Mr. Wyckofl" spoke of Gus Mciclmer, under whose 


guidance he learned the merchandising business. In 
those days he reported for work at fi:.')0, and opened the 
store as soon as the furnace was attended to. store and 
sidewalk swept, and stock uncovered. Sales staff arrived 
about 7::!0 or S, and doors remained open until 10 p.m. 
or so. depending upon when the last customer departed. 


There were even humorous reminiscence? of the 


out-house which pre-riated the current "powder" room. 
While Sears did not enter the WyekotY operation until 
Ifl3i, it is highly probable that the catalogue did! Pat- 
terns came in handy during those days too. There was 
always a useful way of getting rid of "out-of-date" 
style's! 


Ours was largely a dry goods store until 1(112, when 


young Krnest returned from New York with a big pur- 
chase of brass. "What a brass sale we bad," he chuckles 
in reminiscence. 
It must have been a humdinger, for 


"I'apa' 'has been buying brass ever since, and sometime? 
ours is just about the classiest, brassiest store you could 
find anywhere. 


Tn the early days his purchases included muslin by 


the bale to retail at 10 and l-'-^c a yard . . . calico tc 
sell for 5, 6, and Kc with the best ABC Punjab percale 
at l'2[->. What a tragedy it was to the customers when 
this fine fabric went up in price to an unheard of 15c! 
Nainsook waj a later favorite, with the most fastidious 
women buying it in quantity to fashion into what was 
then "underwear" and is now 
7 "lingerie." Those fem- 


inine fripperies were usually embroidered or trimmed 
wilh tatting. "One customer said she sal tip until two. 
a.m. tatting." Selma. Rtirster remembered, "and I felt 
like saying-, 'Well, if ever I were crazy enough to sit up 
until 2 a.m. it would Ix? with something more interesting 
than a tatting shuttle, I'll tell you that'." 


Oh, Mr. Wyckoff's parly was fun. and I am glad 


my job is what it is, so thai I could attend. The food 
was wonderful ... a real triumph for Krie Schuchiird 
and his Penn-Slroud staff. 
And the conversation was 


sprightly and gay. More up to date than most was 
Dot lie Dunn's remembrance of something funny that 
happened recently at our Wyckoff switchboard. Often 
we we dialed in error for (he General Hospital, the num- 
ber of which is -121-1000. One recent morning an «x- 
cited gentleman asked for Delivery, and Dottie ranq 
Jack Ijiliar's boys. The man was incensed. He wasn't 
expecting a parcel from Wyckofl's. 
He wius awaiting 


a bundle from heaven. 
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Cy Barrett Says 
Edgar Almqusit Of Milf ord 
Patents Crank Case Breather 


Housing Spotters 


lly Cyrus Burnrlf, Jr. 


DEAU CY; 


My son is in the air force 


and 
will 
he 
transferred 
in 


March to a now base. Besides 
a wife, ho lias four children, 
dgcs 14, 7, 6 and 5. Their living 
expenses have boon moderate 
In New Mexico as they arc In 
base housing. He will have lo 
buy or rent at his new assign- 
ment. Do you know liow my son 
and liis family con find shelter 
(o fit ilieir needs? He 
is al- 


ways slow 1o gel started 
on 


these things. 


-MRS. G.B.S. 


OEAR MRS. G.B.S.: 


Your 
son needs 
a buddy! 


Tell him to write the Personnel 
Services office at the U.S. Air 
Force installation toward which 
he is pointed. He should state 
Ihe si/.e of his family and what 
Is required in 
accommodations 


and cost. The base already has 
a list of availabilities and will 
assist in every way possible to 
shower happiness on his hearth. 


Many PSO's o p e r a t e the 


"Buddy System." Under this 
arrangement the P e r s o n n e l 
Services office assigns a buddy 
lo men being transferred. The 
buddy reconnoiters for housing 
which dove-tails with a trans- 
feree's specifications. He checks 
real estate firms and 
owners 


selling property themselves, 


The buddy system I* almost 


always operative at overseas 
Installations and is widely be- 
ing adopted domestically, too. 
P.S.: Should your boy buy a 
home, he will have the respon- 
sibility of reselling it. KB will 
be dealing through his own 
real estate agent with some- 
one else's buddy. 


CY 


DEAR CY: 
i 


Sis Is stingy but has financial 
weak spolsr On a vacation, we 
saw a horrifying abstract paint- 
ing costing $1,500. She bought H 
from the artist for $75 down and 
$25 per month. The painting 
looks either like a black nil 
with & little red chair in the 
middle of It, or like a dragon's 
mouth. 
Guests 
and 
children 


who sec It on the living room 
wall ot her house are fascinat- 
ed. Can Sis get insurance 
on 


this p a i n t i n g ? What about 
theft? 


MELODY G. 


DEAR MELODY: 


The danger to a painting in 


the home Is not so much from 
theft but fire and physical dam- 
age. Among art lovers, unre- 
strained kids, atmospheric con- 
ditions and jet propelled parlies 
wreak the most havoc. Burg- 
lars have their problems 
art. Minor works have HUle 
marketability and are seldom 
worth a competent yegg's time 


For fire insurance only, she 


could simply list the value o: 
th« painting in the 
householc 


furnishings and personal effect 
Insurance included in the fir 
policy on her home. 


For 
broader 
coverage, In 


what Js known as "valued form 
protection," she might like U 
investigate a fine arts polio 
(The premium is based 
loading charge added to th 
basic fire rate.) \t Sis carrie 


of the broad 
form home 


wner's policies on her house, 
lie could probably have a fine 
rls rider attached on her con- 
ract, Insist she phone her in 
urancc man immediately. 


CY 


DEAR CY: 


Our church choir is wonder- 
ul! We are thinking of record 
ng the songs they sing at 
:nster. If successful, we 
wil: 


ollrrw up with ttio same thins 
next Christmas. Proceeds from 
idling the records are to go lo 
nir new church building fund 
/low do we go about recording 
our choir? How much money 
could we make for every rec- 
cord told? 


VERNLCE 


DEAR VERNICE: 


A good merehamli&alile price 


for 
12" LP 
discs 
of your 


church's choir 
Is 
$4.98. You 


should be able lo clear $3 per 
record sold. Check with local 
rocordin# firms for cost esti- 
mates. You may also wish to 
contact Century Records, Sau- 
gus, California, and Cook Lab- 
oratories, 101 - 2nd St.. Slam- 
ford, Connecticut, for estimates. 
Both 
firms specialize in cus- 


tom recordings, 


CY 


MILFOHD — Edgar W. Ahn- 


quist of Miltord, Pa., received 
Jan. 21, a U.S. patent 
(No. 


3.118.435) entitled "Crank Case 
Breather." 


In the operation of an intern- 


al combustion engine, such as 
is used in automobiles, some un- 
burned fuel gases ns well 
as 


some water vapor 
flow 
past 


the piston rings of the engine 
ond into Ihe crank case where 
(hey contaminate the oil and 
form 
sludge, 
corrosive 
acids 


and solid carbon deposits, 


To remedy Ihis situation, il 


is common practice lo provide 
the crank 
case with a 
draft 


tube or breather 
which leads 


to Die atmosphere mid depends 
upon Die velocity of 
tUe 
air 


flowing past the end of 
the 


tube to create 
the degico of 


suction within the tube that is 
necessary 
to withdraw gases 


from the crank cose. 


The conventional draft tube of 


this type operates fairly adequ- 
ately at speeds of about twenty- 
live miles per hour or higher 
but at lower speeds and in stop 
and go city driving it is 
nol 


satisfactory. 


Al.so, !t exhausts 
the gases, 


which contain combustible com- 
ponents, directly to the atmo- 
sphere where they arc wasted 
and pollute the air. 


To 
overcome these 
Limita- 


tions, Almquist has devised 
novel and improved draft tube 
which, it is claimed, will re- 
move some of the gasis from 
the crank case even when the 
engine is idling or when the 
vehicle 
of which the engine 


forms a part is traveling at 
speeds well below 
twenty-five 


miles per hour. 


Thi s 
i m prov ed 
c ra n k 
case 


breather includes a ball valve 
thermostats, springs and t h e 
other necessary parts, and 
an 
additional advantage, 
the 


gases from the crank case arc 
not exhausted to the atmos 
pherc hut instead 
arc drawn 


into the intake manifold of the 
engine where they arc burned 
thereby improving the efficiency 
of the engine at all speeds. 


The application for this pa 


tent, 
which consists 
of nin 


claims of originality, was filci 
Oct. 12, 13G1. 


UTMOST SECURITY.' 


ON ORDERS .FROM 


uit 
STJl] 


BUT IF I GIVE YOU v™ 


FIFTEEN DOLLARS. I WON'T 
EVEN HAVE BUS FARE.' 


MERE'S SOME CHANGE 
g[ FOB YOUR BOS FARE • •- 


GIVE ME THE FIFTEEN 


POLLARS I 


V<i 
' ( A ; 
; V TI 


FEEL LIKE "U 
iLOT MACHINE 


HAT JUST HAO 


TS -JACKPOT ;' 


HIT 


T SEEMS THAT SHE HAS 


POINT HER FINGER TO 


MAKE HER PCWER-RAY 


Today's Television Program 


NEW VORK—PHILADELPHIA CHANNELS 


For answers to your Person- 


al Business Questions, write Cy 
Barrett, c-o this newspaper. ln- 
cludo stamped, self - addressed 
return envelope. 


WISHING WELL 


Rettitired U. S. Patent OHlce. 


Your 
Horoscope 


By FRANCIS DRAKE 


Tuesday, February 4. 19M 


March 2L to April 20 (Aries) — 
Continuous, unbroken ende*Tor of 
Hie sturdy, improving type trill net 
resulte, 
bring -success in 
faster 
strides. <L'hi» day will really lest 
yt'iir mettle. 
April ai to M»j 21 {Taurus) — 
Certain offerings will be attractive; 
oLliers out of line; alt should be iii- 
\estiRnted before taken on. Don't 
mix business with, pleasure unwlae- 
ly.Stay 2? to June 21 (Gemini) — 
Much like 
Taurus, 
but 
pouibij- 
more fluctuations for you to coun- 
teract Bo careful not to express 
thoughts too abruptly; discretion 
Important. 
June 1:2 to July 23 tCancer) — 
Avoid hasty judRments. Ix>ok |nore 
closeJf. There may 
lia Tjilues not 
*een at K. cursory glanc. Thli IB a 
(rood peritM for makinjr 
improT*- 
ments alonf? a.) I IJnes. 
July 24 to Auffiiit 
2S (Leo) 
— 
It's not BO much tlie n mount of ad- 
vaacenient or 
Guccos&ea available; 


it'B •u-lmt you do with them that la 
the big is&ue. Line up "m u a t*," 
then, handle vrhat'n ncrt in, impor- 
tance; take A.MJ in order. 
Annual 
21 
to 
Septejnhvr 
23 


(Vlrtro) — Re prepare*! JOE Inter- 
ruptions, necessary 
delays. 
Some 
order and specifics will be disrupt- 
ed, perhaps not BhowhiR cffe^Li till 
later. Clear the atmosphere of ten- 


September 
24 
to 
October 
21 
(Libra) — You could pel into trou- 
ble Rounding off toy authoritatively 
now. Ytmr opinions ran be impart- 
fsi smartly and 
off re Lively 
1C you 


tiso a gentle- and imrsuspire nian- 
i;rr. 


<)elo>»rr 
24 
to 
Novrmh«r 
22 
(Scorpio) — Apniu the admonition: 
first tMnps fLrt>t. Accumulate 
IK 


nnii'h know-how as you can in all 
phases nf your activities. UM unare 
tinm well. .Even Ixilance. 
November 
-3 
to 
T>«emb«r tT 


rSfltfilNmiis) - - K specially favored 
m>w: partnerships, meeting?, teach- 
In^:, cturient nativities. Don't make 
umifi<'fc,SK,ir:r chants hut 
accept 
tin i Re whl.-h nre desirable. 
December 
iS 
to 
January 
20 


(CnpriixinO — Dnu't rest on past 
In n re!K, 
Yr>u 
rn n 
meet 
and, In 


»=|tot. 
c, surpnsn tliom. Tnko c.ire not 


f> pusb i no liard or at Ihe WTOOR 


.Innimry 
21 
lo 
Frlirunrr 
I» 


(AiinririiiKt — You can 
move 
tn 
\vhcro 
v-Lliora 
iieilhnr 
under static! 


kiiowlfdK**- 
Y<»t you must nlto be 
careful, inctfiit, on your toes. Ne\ 
fldvnnmp's 
In 
IHfi offing. 
I'rbrmirj- 2ft tn Mnrrli 20 (PLsccJi 


— Aiis[ik'iiMiH in'plune 
influences, 


AVJtli the fifht uso of yo»r mentality, 
lriK|iirM 
11 Inns «tnl fiiiiluninro, you 


('.in 
n< I'ornpJisli mucli for (t»is day, 


mirl fur tf.n future 


YtlU HOJtX TOPAY ar« fair In 


npnrolKiiU «'f pfvplc nnd 
Tirojwta, 
yet ar^ not 
aUvnys cogniisiit 
of 


Tf.ur own 
pnssihilit Lr.s. A 
hi rivrr, 
yiu rnn nhv;iVK plnr witli r.cxt, *r\«) 
Hf[i i n t i < work hh'K'S (pikkly >vllli 
^ni'Mitb t rfiiifiUion. Von 
love dfpjily, 


)»»t nr*1 net nhviiyK drmonst retire: 
nre inniMinlly M'lisilivc. ralit*1 ninl 
^-t'lU'niiis. yuii niiiy invest thr.'.iich 
n mii.'itliy 
rjithor 
tli.in 
calculaipj 


rf.iNivninp. 'I'dilnv'ii 
rhlld 
arhierrs 


bncnnsfl (o do rulhrr than to wadjii 
Is Its inottfl, yft yon nre a Viwn ol>- 
HTvor, a iiitft listener. Pirthdate 
o f : Mark Hopkins, oducalor; Gear^ 


« 
G 
8I 
7 
A 
2KT~j 


0 
8B 


1 
Y 
li 
Xi 
Cft 
L, 


— I" 


B 
R 
O 
2r 


8 
K 
6I. 
8E 
SR 
' THaT 


4 
A 


i 
A 
2 
A 
3P 
* 
Oi 
D 
9N 
7 
R 


5 
G 
7E 
& 
A 
3B 
SU 
7W 
6W 


1 
O 
bD 
2E 
AD8 
S 
4 
E 
da 


iw 


R 
6 
K 
7T 
&S 
B 
M 
& 
D 


3H 


NiI 
2I 
5 
T 
2I 
4R 


6O 


P 
6E 
4tJ 
7P 
GN 
& 
N 


2U 


D 
3 
Y 
5 
E 
4 
H 
JB 
2E 


4O 


K 
7L 
3U 
2L 
'1 
E 
3 
S 


5 
O 


A 
2 
A 
6P 
3I 
5 
L 
4 
T 


M 


H 
5 
O 
2 
N 
SS 
.6 
O 
8 
T 


HERE If K pleaiLnt IEttl« came that s 
It la & numerical puzzle designed to 
. 
eUeri In yonr first nime, If the number of letters Is 0 or njorc, 
trect 4. If ihe number Ii teas than C. add 3. The result IB your kej 
number, Start «t the upper left-hand corner ot the rectangle and chceV 
every one of your key numbers left to right. Then rwd ths mejs*.gi 
the letters under the checked figures sire vou. 


MO It NINO 


6:50— .t Fflrtn and itarkct; Newi 
5:05— :t Nows 


1ft Now* 


6:00— it l+1f*«iiiB» of Liberty 


i', Muairr HulhlorA 
•1 Kdnrntion 
1-Xtlinnge 
I Project Know 
10 '1'V Seminar 
fi:45— & KPD Six 
7:00—• 2 News and Weather 


H-4 Tnrtny Show 
II I'nivorsity of the Air 
7 Kurly Ulrd Cartoons 
10 Nt-ws 


7'f>^— n TlHIyion; News 
7;1f)—10 Itlll Iteiinctt'a Almaanc 
7^30— ri Columbia Kemlnars 


10 Ocim London 


8:00— '.MO Captain KanRtroo 
!i fnndy IJrit'kcf Khow 
0 \Venifior; NCIVB 
7 Cartoons 


8:25— 0 Happy The Clown 


7 Hilly ItanR Hane 


8:30— 7 Little lUscala 
8:^(V—11 Oiicratlon Alphabet 
S:iri— r> Kiiie and Otlie 
0:00— - My Littto Margie 
3 rCxerclse 
4 lllitbclay Uousg 
R H.indx' Uecker 
7 Movio 
10 Plxanne 


0 :10— It l-'iirm Itennrt 


11 .lark LnLntLnn 


tl:56— a f'conlP's Choice 
,1 linclielor Fattier 
S Top tier 
0 Movie 
10 Love That Bob 
11 Kn Franca 


0:.«S— (1 Studio KchoolhouBa 
«:r»r>— 4-JD NCWB 
ID LOO— - NPIVS 


3-4 Say AVhea 
f. Film 
fl FiiHior Knows Ceet 
31 Movin 


;tU W<ir<lTForU\foc.d 
fi Krnlp E'ord 
7 Cirl Talk 


11:00— 2-10 McCoys 


ZOW!E,I'MTiEEfV 
I'M 66TTINS B:<3 
8A6S UNDER MV 


EVES.' 


I'M THH LAST 
OME IN BED 


EACri 
AND TK= 
FIRST ON6 


UP' 


ORIGINAL 


Goes 


Blu« 
Popular 


Ribbon 
prjce| 


EAST STROUD5BURG BEVERAGE CO. 
61 N. Courtluml St., Dial 421-12LO, Fast Strouilnburff 


DAILY 
CROSSWORD 


AOBOSS 
1-Gra.ta 
" 


B. Applaud 


10. Ignited 
anew 
12, Think 
IS. Worship 


4.Pl.rtoftt 


ayllogism 


G. Stuffs 
6. Guided 
T.Geauiof 


tb*Uly 


Indian trQ» 


IT.Oaoduda 


lO.SUmpMIn, 


aa coin* 
at.Tnut 
W, Rope wl A 
running 
knot- Cute 


J9. EnUnjl* 
SO. Bathera 


we! 


bouw> 
U. Spread 


frmss to dz; 


1ft. Part of 
•tab*" 
IS, Moldy 
19. Volcaalo 
tuff 


nuld 


21.Neffativtt 


prefix 


22.Cry 


ofadove 


?4= Bitter 
vetch 
2S.Fal3*- 


hood 
26. Af- 


flnna- 
tive 


28. Worldly 
30. Priar1* 


UU« 


'lata 


33. Chemical 


suffix 


34. Small 


brook 


55. Cavern 


Ye*t«rd»7'l Answer 


3T. Ireland 
BS-Wreatha: 


Haw. 


S9. WlnKliko 


structure 


41. Meshed 


fabric 


<3. Boy's name 


3-\ CiincohlrHtion 
(!-7 I'ri'.-o 1 s HifcrM 
J> Mmisiotia of Mnn 


II :2.^— H XCU-B 
11:30— 1MD Pete nnd Uladn 
;t-t Mlbsinc LlnkK 
n rrhr; Komnec Hooiu 
fi-7 Oliioct )-« 
H riajluuiee M 
11:43—11 llozo Tlie Clown 


AFTERNOON 


12:00— 2-1U Love ot Lift! 
3-4 Your 1'lrst ImprcsslOB 
d-7 Sovun 1-ioj'j 
n News 


12:15— U aienuiry I.mio 
H lloi'tey nnd t'rlcndi 


^-3U— ^-10 Search Fi>r Tomorrow 


H-4 TriilU oc Coo&cnucuee 
fi OnrLnuui 
r. M»vl« 
7 Vnl.liRp Knows Hwt 
II Cartoon Carnival 


2:1S— 2-1U (lutdlnR Light 
1:00—'J Lcavn_U Tn Hcnvcr 


•'l Toll Us More 
fi Cnrtoon.s 
7 J-Irnln Ford 
10 'I'V 10 Around Toirn 
11 Mov In 
1:30— H-1D As the World Turni 


4 Idrliolor I'allict 


h I.rs Cnitie 


colloq. 


note 


40. Any 
climbing 
vlna 


42. Sprite: 


Shak*- 


44. Fairy-Iik« 


cre&turea 


45. Sptnlsb 


water 
wheel 


48, Perm iti 
47. Scrutinize 


DOWN 


1. Mature 
Z.Gnt&r 
8. Japanese 


money 


N L O E G 


111 


n Movie 
2:00— 'J-10 PitsivrorA 
3 1 Lrl'R Make A Deal 
2:30— 'J-10 Iloiifie Tarty 
3-1 Ilor tors 
0-7 JMy In Court 
11 Adventure Kendetrout 
!:00— 2-10 Tfl '1'cLl the Trulh 


3-4 Locetla Toune 
r> TJoorway to Destiny 
n-7 t>ticr&l Hospital 
I) Ncw-i 
31 LaiucI and Hardr 
fl:1%_ fl V. I. P.'» 
3:25—U Dirk Tr&cv 
3:30— 1?-10 KilRfl of 
Nlftht 
3-t You IJon't Say 


7 <3uocn For A flnr 
0 Uljrh Uonil tn AdvonLur* 
31 Ahholt »ni( Coatcllo 
4:00— 2-10 Hocret Storm 
3-1 Mutch flume 
H Kail of Fun 
7 TrallmasU'r 
!l Fnmiv Onnipanr 
11 Chuck McCaim 


i:1f,— ,T-t News 
4:^l>— ^ Lrn-p TlJnl noh 
a-l^takc ICoom fc'or Daddy 


ID l.rnvr* It To Bearer 


6:00— ^ MovLn 


3 Clieyoniii 
H-7-0-10 Movil 


11 Mcr.Milfa 


NO SNAP-THF- 


WHIP ON THE ICE!T 


ACKTi 


You Get a Smile Everytim* 


In The Heads-Up Taste of 
Ballantine beer 


East Stroudslmrg Beverage Co. 


N. Courtlaml St. 431-1310 B. Sthjf. 


VH 


Quofatlon 


S G V JQ 
KYKUVCN' 


E 
A K V U J 
SEUYLN . — SBTTGB 


Yesterday1* Cryj>t«iaote: PAINTING IS THH INTERJtE- 


DIATB SOMEWHAT BETWEB^f A THOUGHT AND A, 
THINO^-COLERIDOB 


5;3U_ r. Sunily's Hour 
0 I'nrloons 
11 Snimr Mun 


KIG1IT 


C:00— .1 News 


f; Msm-rlrk 
jl TJircn SlooKCS 


C;20— a -I- III N>wh 


,'l J F u n l l o y , Urtnk 
fi >tkk<-y MouiO 


jl 


THEY'LL DO IT EVERY TIME 
By JIMMY IIATLO 


IT TOOK OUR PfONE£R FOREFATHERS A«)NTMS TO 
CROSS TW£ COUNTRY, AND THEY W£^£ LUCKY TO GET 
A MEAL NOW-AND THEN—MOSTLY NEV£R"» 


BEAMS 


JDSTABOUT,,,.,. 
ALL SONE/M 


THIS'LL 
KEEP US 


FOR A WEEK 


OR SO- 


MEAL 
SACK'S 
ABOUT 
EMPTY/ 


WE'LL 
DIMMER 


SOON • 


loOAV-FJVE HOURS 
COAST TO CO4ST- 
AND THEY STUFF 
•mo M&ALS PLUS 


SNACkS AND SCHNAPPS 


INTO YOU — 


::-! Mr, N n v H k 
'i-7 Combat 
U Movi« 


31 You Ask.'ii"i ;.' 
8:00— ^-ln i;v,i sholhi 


' rt'li;iii^.-r : Cm 


S :30— n I ^ "ii l>"ii't : 


li-7 Mrllitlf's Nil 


0 :00— 'J-lO I ' f i f ii->i:il J 


f> Tnrjfet: Corruptor* 
fi 7 Winter Olyinplca 


M Trim Ailve.utur* 


&:30— 2-lD Jack licimj 


T I Tinm To Ilnmprnlicr 


10 :>— li-1U Hurry Muora 


6 HctectLvca 
il-T 1'nnitivo 
11 {'iilifiirnmin 


|0;,"J>-]1 Stftvo AlVu 
ll:l>l>— I:-:M-.'J il-7-lD-ll News 


WcJitLicr 
0 Movin 


11:10 - r. .M.ivin 
11 ;1,V- ;i .), CnrsoTi 
\ l.i>rn| X«xTi 
(1-hl Movjo 
31 Strvn Allon 


11 :2O~- L'-7 Movin 


U:'ir>—lf» MVi.- 
l-::,VI- T. N>WM: Mnvi»- 
j ;oo— ;t <'hfliiglinr 'J'iuirj 


WEV£ PRER\^EP ft SPECIAL DISH 
IN NOLJR EIOKOR, MR. SAWYER- 
MUSHROOMS FRESH FROWMV 
PRIVATE CAVE. 


•^r 
^sfy 
t-fyfl 
--^1 


HO?... BUT I'M SURE VOIM.1. BUOY W HOTHOUSE 


TOMATOES AMD POTSTOES.- INTERESTING, ISN'T 
IT, THAT SUCH FINEF09PS ARE REUTEP TO THE 
nCAniN/ MIALJT<LJAnn? 
*^- 
~ 
' 


IF \OLJPOMTMiND, 
SIR>I-ER-W 


HOT HUN6RY. 


I'M AFEEREO I'LL HUNK 
THAT OL' 'RITHMATIC 


TEST TOMORROW, 


UNK SNUFfV 


I'LL HELP VE, ] 
aUGHfllD 


I'LL GIT MAW TO BAKE 
A CHAWKLIT CflKE PER 


TH' SCHOOLMA'RWV 


1 :fk-, 


7 Movlo 
Ne 
I .M.ivi 


1 :I.V- :i Arm 


n l-'lll 


1 :V>- 'J Xru-K; M.ivin 
1 :,Vl— ;t I'ri.i-T.'.ss 'lit 
2:2O- :t Nvus 
•J :.V>— 10 News 
•J :10— -1 S.-rlnoliC'tto 
3:IKI- 2 Mi.vlK 


»n<l \\"palher 


Ihrrn 


"Now who do we send out for coffee f 


-A NIGHT OF TRIUMPH A!1C 
~HS tllXT at Y-- TH£ i 
fffACHfS 
THE DlfSAJlO YIU. 


Of uai-so— i 


WEVE. BEEN HERB ALMOST 
AN HOUK.MKSE.' WHEN PIP 
THEY TAKE HIM INTO THE 
OPERATING ROOM ? 


MARK IS FIGHTING FEVEKISHLY 


...AHP FINALLY.... 
IT WAS THE ONE 
IN HIS CHEST THAT 
PIDTHE REAL 


PAMAGEJ 


Bowling 
C3 


Highlights 


Colonial Pocono Mts. |i 


In a malic . up match rolled 


Sunday 
afternoon 
Carl 
Kohl 


[josled the best inclivhiiMI scnre, 
a 23G-&18. 
Teammates 
K c n 


Folhennim tubbed a 238-638 and 
Ralph Van Why a 243-605. With 
these top scores Colonial Lanes 
recorded a 2D2!) match. Forrest 
Marsh had a 237 in a 617 series 
tor Marshalls 
Creek 
Kennels. 


Other lop scores were a 242 by 
Pete Casclla, a 232 by Wally 
Straub and a 231 by Ed. Bork- 
enhagen. 


In the regional Monday nighl 


meeting Ranily Morris rolled 3 
big 200 scores for a 630 total 
and Steve Balcik a 2.T7-625 as 
Monroe Musie downed Sinelair 
Oil 3 to 1. Dick Fabel liad Ibe 
liest score for the losing team, a 
23G-563 trio. 


Ray Luyet rolled a 243-62S, 


Jake Nittel an even 600 and 
Pete Casclla 
a fi02 as Gray 


Chevrolet won a 3 to 1 decision 
from Evans Electric. 


Eugene Weidmau with 
EL 5SS 


lopped the Orchard T r a i l e r 
Park scoring as they Wanked 
Brite Cleaners by a 4 to 0 
count. 


Kcti Bailey pnstcil - his 
best 


series of the season, a S42-G46, 
as Bailey's Mobil won a 3 to 1 
victory over General Flooring. 


Colonial Lanes, with a 
fine 


team effort, b l a n k e d E. S. 
Hardware 4 to 0. Ron Miller 
was the best for the Hardware 
with a 574. 


Max Beaver tabbed a 5BS for 


Al Bnseeker's Diner as they 
blanked Wise Contractors 4 to 
0. 


lleni-y Michaels rolled a 507 


for E. D. 
Hviffmans 
as they 


shutout Miu'shalls Creek Ken- 
nels 4 to 0. John Baird's 234- 
593 effort was wasted In the 
losing cause. 


Pocono Major 


Happy Hour Tavern snapped 


out of their slump and dcnvned 
Fabcl's Dairy by n 3 to 1 count. 
Al Sehoeh was their two scorer 
with his 210-574. Bill Fry was 
the high man for the Dairy 
with his 213-5SS. Dick Fabelf 
Randy Morris and Les Sluttci' 
each had a 5GS count, 


Star FurnUurp, the 
surpriso 


team of the second half, down- 
ed Fabol's Gulf 3 to 1. Nook 
Bentzoni was the top scorer 
with his 532 trio. 


Slroudsburg Furnace Co. won 


a 3H to 
'.a decision from Po- 


cono Pump Co. Top 
scores 


were a 517 by Bill Laise and a 
541 by Peto Tyreman. 


League leading, Lawson's Au- 


tomotive Co, won a 3 to 1 vic- 
tory over Beaver House. Don 
Metzgar posted an even GOO 
match for the winners and Sam 
Strunk hart a 230-579 for Ihe 
losers. 


Commercial 'B* 


Russ Dennis set league high 


shigle at 273 and triple at 141 
as he paced L. and B. Appli- 
ances to a 3-1 win over Frank's 
Barber Shop. Russ had games 
of 278, 242 and 221. 


Pete Budicker led the Shop 


with 235 and G31. Eagles "B" 
docisianed Babe's Service Sta- 
tion 3-1. High 
jnan 
for 
I he 


Eagles was Tom Sommcrs with 
217 and G02 and best for Babe's 
was Angclo De Sanlo with 233 
and 506. Rnlph Van Why, with 
223 and 622, was the key man 
for Schaefcr Beer as they swept 
4 points from Swislier Rhoin- 
gold. Cliff Adams was best for 
Swisher's with 535. 


iMonroe Classic 


Bill Altiors moved out In fi' 


by 2 points as they toppled 
Square Bar 3-1. Their key mm 
wore Dick Amlrcss with ^.">4 nnd 
G18 and Tom Sommers with '2'^'2 
and 
GIO. 


Dick I.essls led the Bar with 


2-1 fi and 57S. Schaclcr 
Beer 


dropped the first point to Biill- 
anline but took the next 
two 


grimes antJ tolnt wood for a 3-1 
win. Max Beaver w;is high for 
SchnefiVs 
with '-'02 
ami 
510 


nnd 
Bill 
Husk was lu^t 
for 


Bull an lino wilh :!12 nr.d 
j'.ifj. 


Frank's liaiber Slinji ic^islciTtl 
a .1-1 \ v i n o\ i']- Hirlay's Atlantic 
Sei'viL'O. \VaHy Strnin) ])aced the 
Shop wilh I!!1! nnil GL'S and Buck 
Pipncr liad 202 -and TiSi. 


IMonroe County 


In a clo>ely en tile-sled malch 


Sehimmel's Store \vnn 3-1 from 
C.L.U. Chib. The total wood 
margin was 17 pins. 


Bill \Virkluim led the Store 


\\-illi 
2{)Q 
a r,d 
.">.". U 
and 
Pric 


Murphy pared (he Cluh 
witli 


235 and 
f»S7. Gem I.unc h took 


n 2 [Joint lc;ul as tlicy defeated 
Rei'ker's Tan.c1o\vonrt 3-1. May 
Strelo Sr., wilh -13 nnd 5S1, 
\s~as their big mart. 


Dick 
Dishman 
led 
Rcrkcf's 


\\-\\\-\ 20\» and Tvifi. Chesti-.ul Hill 
Jnn won 3-1 from Half Moon 
Tavern. Lest or Marsh had 571 
for the Inn and llnrold Frce- 
mnn hit for l!07 and 5^i> for the 
Tavern. 


Independent League 
IVi'-'- i;^., . 
. MI: 7M 
711 
I'l 
w tii[\ 
HILI.T 
. . . ^:n '•••• 
Ti;;- I- 


i i ^ i . i v , 
'j'jiN'mi.i I;;T '-,n 7-:' '.'.-in I 


Ahi:.i,n-:iil. hi'1. 
. 711 
SJ I (Til- ^-IM 


MIL:!! Miiclr, S h f r « - v n J Millor. 1M;| 
HiKlt I rli-l' 
1. W i l l t . n i i 
I M i l i i . v , i'M. 


•JVam hU'li hLiie!'-. \V:iU'h Jliiu-I. 


S"-0Tf.im l i i y f i mutt-h. Alnnnrall, Im- 
c- 
vn i. 
W 
T, 


lliil:i>'» T,l\I.I.Tii,i-t 
11 


.\ L. , . M I 
I l i i - 
- 
S 
S 


Area Bowling Scores 


Laurel Blossom 
j.Mountains League 
Stroucl Ladies League 


«-iiJ Mlrs. 00:! 7:W 7^5-1'lTll 


MorrU 
M.iMI 
7S.1 17'.' SV, I':JHI| 


-N<-iu-EI'» Annlno T>i 
Tlii .S7I1--JIIJI 


llill.-ri'st Dairy ...-7B3 7«l 
7;j—-J2«i 


-illl.'r's TV 
Nil 
T'iT 
MU--_'ni 


r. A- i: ...7.">ti 7s;) sin-'-ttuT 


...,7oU 


single, \Villiau 
trililf, 11. Swi 


MaMtH-: 


Ti am 
IViSI. 


Team liik-ti fiinalo. C. I'- tJravc, !Hi 


nU'll, C. F. (Jr.n 


Slnmllnits 


----- 
..... 
______ 
- 
iiUkT'-si Hairy ...................... 7 
NowoN's A\i-nltii:s ..... _ ......... li 
IVihl's Tire Mure ..... - ......... r. 


Ilntfy's liar ..... 


Mountaineers 


Lake Harbor M. 171 l»l 
IW1—i;,; 


Giliilu'a Thar 
US 472 M— 121 


Horn o( Plenty ..«; Ml 
MS—Km 


lizh airiirle. 
AlberU 
lieesecker. 


2i:l; Wynn (iaritfovvc-re. ML 


Hied triple. Alberta Heesecker 
Team 
liluli tinKle. Ijike 
Harbor 


Team 
liik-li iimU'li. Lake Harlior 
Marina, ITl'll. 


o:,rliarl-* <', 
S7'J T!r.' 
_ _ . 


Krey I'ir] H. ._,..7lk> 
77J 
SuT—'21UO 


l l i u h fcinulr, All.er'.a 
ll<v.wki-r. 


J l i i r l i lil;in-li. (mnnl CltKl'lii-r I'mvl- 
r. .'.117; 
ihi.lli-g,) Iris .Mi.nu. 5:1(1. 


Team 
tiiali 
liiiule, 
Parker 
mid 


rrik-,'r. ^-vV 
IVatii bik-li mateli, XVI.1C. 2191. 


ir.Mie'ji r.irk* Iliir A-drllle 111 
n 


I'ark.-r A Sl.'taer Kuol Oil IS 
li> 


Fn-y l-'om-ral llnlili! 
1., 
1.1 
Iranian's Curate 
li 
II 


vliKlnlii.ua II.-tel I.nclies ....1; 
Hi 


l:iihi<-lniiil I n n Lollies - . !- 
K, 


l l u r l i r i n n Mobil,til _ 
I I 
17 


N V L I C 
U 
17 


Elks League 


"LV1 !J!!.™™!~™5C6 5118 
OCO— 109tl 


••|.">" _ 
. 
(W7 
WVI Ml —!Sft7 
••S'l" 
_ 
_ 
5.V1 609 S39-1S93 


Hich ilnclp. 11. Imlil, »t. 
IllL'll Iriole. H. Into. KB. 
•J'.'.irn 
liicli 
runti'li. "S's" 
1S1I3. 


TMIII liiiMi BlliBle. "S's" C!W. 


Kr.->k-,''s llrnir . 
Mvlvlii & Marie 


HiL-li nine 
Hluli t r i p 


'•IVai'i "li'luli iillk-lo. T 


tl.'i.Tk-e's Sli.^ 
^..- 
Hi 
4 


Hi!- 
I Mnton - 
ll'i 
l.All A|ililiiilii'» 
II 
!1 
Wv.kotf Sieara 
U 
I I 
" -wire's llrnc 
_ 
il 
II 


in Dell 
„ 5 
lo 


Ijetieral Flonrink' 
- 
IS I'1' 


Twin Boro Men's 
.liK-k's Market 
\v v r u 


SiW ^IS- 
T17 S;tl- 


Laurel Blossom 


~n 771 
757—5SL1 
;ic 
;LMJ ijSii -^i'.t 


Selu:!i-r'» TV 
JUlfty'a |!»r 
7tH asl Sn'i-'J.'^O 
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Pocono Ladies League I Colonial Men 
Kir.l Sllnv Nr,t. Bill <:» MH1-ISMJ !:„•;«.•:!. 
7-:'. 
7 l 
?N7 -- 


V. V. \v 
'.-INTi 
T(V> 


(iTil 
Tl'7 
Vl^ ;mi! i.. H.i'tfiiliu 


_ ..-j,-' ArHiitfl''!! 
Dhior SI'J 
7.'kt S'i'i -L'l.'.t 
[l"iiilliLV ^U.-.- 
UK 
~'W 
TI-i-lM.Vl 


_".;J,V, IlilkT.'sl Hairy 
8VJ 
Slfi 
7;;r> •.'lj;iU'r:uiKr l.iuiil.er 
:.:;'i Hi;'. iil'.l—islli 
7J1 


Tuesday i\ij{fit League 


:JL' it A- u An 


ii.l >[ 
|Mm, 


< 7.-^ 
T2t 


, 7,-,7 
71x1 


M,it,,r S. 
r**i 
TIM ^77- 


- srji sus s.r.1- 


llluli sloL-le. K Trail.n>> '."I 
lllk'li Irii.l... K Tnni.iu-. r,l;l. 
Tram biL.-li >iui.'!v. liro.-k,'1l |i' 
Tumi hik-l 
mil. llr»i'ki-ll, ! 


St i 


Pocono League 


IXO .Vf1.- 2.-iiVT 


Fralley'fi 
111* 


Seliwmnnti'ti 


Hrsceker'n 
TMnor W7 771 7.*.7-^^ 


Kulp'l 
(•oiinilry 817 7.11 S«t— iV 


Cl«rk'« Fu'l II 
SU 
7ftl 
Sll-L'IS-: 


Hlch tluclf. 1. Smith, in1 
Mich irlrile. I. Sintlli. 
" 


k It 


M t r ' 
t. 
M rl 
I 
I 


II 
M I 


V T o 
J 
\\ 


E, S. Ladies League 


i.eihl's 'Hre «tnro 7l!l 77:t s;ti 
Vlnl 
i M.iiiriu 
1 Sn-urj[y 
itv_' 1^:1 ;ui— :«Ml'l S tVo.o.. P r m l u - ^ 
lull i;;i 7> 


i 


Ilik'b siii-'la. I t i l l SI,.ill. ^Jii 
U'luise K l r . i r i e 
."-"-.-I 
f.lil fiv..'— is'.:, 
\ \ ~ v v k , i f f ^.MI^ 
7--I 
7V. ii|i-t- 


Ilik'b Irlnte. Hill Sli.ul. *|W. 
ll.-\\ U-relt,^ 
Sn7 
77il 
7;iii 
1- .il'.i I T*\ iii C i l v 
lio'lv .-yij Nil 
7S:i 
T.'aiu liitfh tnateli. Murri* M u l i i t . 


" Teom hiBli tingle. M.irris 
Molill. 


: H 


IIIS-'.'.VH 
711- '2I!.S 


L-Vi ' 'I'u. KIT'S Ctn-y. 
K-I7 7,^1 T^S--1.'!!! 


-'-'i'l'l 
m Kl«-. 
»SI "78 'IJ-:'."! 


llk'li 
siiik-Ie, 
ll»w.iril 
( l l n c k ) 


J 
f. 
317 


I l i - ' l i 
trii.lc, 
I Eon-aril 
(ISlH-t) 


' "-IViiin"'lii'tli lual.-b, H * H AJilil»t;- 


l i o l b r s Tire 
j>ti> 


Morris Molill 
Unity's lUr 


., 
Colonial Handicap 


-^;u:.i Lini 
1* S|i,.ri siiop svs 


WiirniT'A V'llnerAl 


Sll-c. Flerlrli 


I l-flr 


Kul|.'« F,)iiu,l. S,,u 


Jlifli siu.-le. Karbara Kouunen-r. 


Ilik-h Irlnte, Mari.iu llennlt. 5M 
T.'flhi Meli nillvli. Hernnu'l. ;-MI?. 
Team 
fiiph jitiyle. Herman'*. ?;il. 


\Von 
I oil 


i5 
s 


Mi->ku <iUsi .... 


. .»I7 "SI 
7T2-2UV1 


M7 
S31 
:',V1> 


Cniitr.ieior 
. .. M5 
&%6 *OG—?5S7 


Unlled A r m v i 


N«vy Slorei 
713 6PS 7i- —2«ll 


I'ir.t Sir 
Isl.itrir N a t l , 
:l 
t:l 


llerl.eii 
In''.: 
:; 
1.'. 


L'rjmei's 
l.tiiulii-r 
0 
10 


Mounlainocrs 
I l i l l i i i i ' s 
I ' h n r , 
Tits 
,V,il 
4r.ii-l,-irii 


Lake Hurl.or M 
IV.I 
4lM 
M'^— 111'!, 


[liM.-l.-s M a r k r t .. (HI 
."i:i .*i;;l-.li!ll 


Horji of 
L'leiit) . ,Y.';l 
li'.K ,'.y.- —lik-i? 


Harrc'tt Commercial 


llik-li mnti'lv. ,1 
- Uihou, .'ill! 


Tuiin bisli tiniile. Iliiru o! 1'leu 
ty. Mi;t. 


'ream liifib tnaleli, Horn of Tleo 
:y. 10,'iT. 


Stinillnr* 
llinh fliiicle — 11. V u o V '1^1'. 
Hlv-b Triplf — 11. I'link. Mt 
Team liluti sliicle — l.ini's SlH^rt i I'.ilvin's Vila 


Sh.ip. O'JS. 
l l i . r u .if rii.iu v 


T.-;IIII 
bicb 
rualt'h ~ 
1*1 
Sll-2. 
L ' l H . - b ' s M ; 1rl*i>l 


N ; i l l . I'.sink. ^iVJl', 
I l.ak,- ll:irl",r M i i r i o a 


.M,-y:iiiiliri,lk!,. 


llu.-k 
M i l l 
V:ill< 
7V7 


\Vellor I S r n . l i C.i. Tl-ii 
771 
7'J1 - 


rlyilv's Tin'-rii 
711 
S:N ?'.-- 


l i l i h i e l n i i i l I on 
mil «-. 7-J7 


Al.irviuV '['\- 
M^ v:i >.J 


l.allar I t i u l . l . T - 
7 I J 
771 
^71 


H i j U 
a i n u l , . . 1! 
i;v;m-l, ".'7 


H i k - t i i r i l ' l r . -Li,-k S.'I.T. :-vi, 
H . M I I I 
] i i t ; l [ 
l u a l , U . M u r v i i i 1 . 


•jrvs I. 


Mountains League 


' l - l i a r i o a r y 
.V.I 
.'J-l .V.- 


IMiU'b's M:irkiH 
I'Ci 
,'.ii_- ^r.. 


T.M 
eilii.'!*1. P A It AliHIirJ- 


•I, ^ijTucsday Night League 
i" '.'.V'' i > y o ' i - r Cul) l i i o i - r T l f t Tl'' 
7SO—^^IJ 


n - i 
lli---li siiik-le. .1. K i l i l i l . - r . -:-:n. 
Hik-li lri|i!-- 
-I 
KiMi!.-r. 
i X N i . 


\ 
T...IIII 
Muli mat. li. 
ll.ilf 
M 


strli'-T 
V.>l. 


In.lh i i l u a l 
Kith 
i n . i t i h. 
AHiert* 


I: 
,-kcr. rjl7 


!,.,-' 
T.'am 
I I I L - I I Mac'e. lliliMii'i I'liar- 


• l.-tu'i I":"'''. "'';1 


I 
"I'l . i i i i 
l.U-h 
li;:if. h. 
l.aki- Harln>r 


i llr ' M:iriua. HWT. 


at 
Your 
FAVORITE 
TAVERN 


!«!" « 9 »! 
f'f i ~ 
r *^ 


More than 5 


or ... 
for HOME 
DELIVERY 
Call... Mick, 
Ellie or Sam 
421-2431 
COURTLAND 
BEVERAGE D1ST. CO. 
429 N. Courtland SK 
East Stroudsburg 


THE DAILY RECORD'S 
GOLD-STRIKE 
CONTEST 


$15.00 Cash Prize This Week 


ANYONE CAN PLAY! ANYONE CAN WIN! ENTER TODAY! 


ANSWER TO CONTEST 


NO. 42 APPEARS BELOW 


"The 
following answers and picture! are certified correct 


by Lawrence K. Mason, Notary Public." 


It's Easy! 


Between 6 and JO 


Monroe County 


Co-Op MILK 


Non Fat for Diet Watchers 


Try All of 


Our Flno Dairy Products! 


At Vour N'clithborhodd Store or Call (or Route Manl 


MONROE COUNTY 


CO-OP DAIRY 


Phone 421-3363 
BrodheadsvilU, Pa. 


6 7 8 
or 9 


The American Malo 


Comes In 210 


Shapes and Sizes 


and there's a Middishade suit 
or sport coat to fit them all! 
Mirtriisiinilc suits from (IO.OO 


Sporlcoals from :i!».!)."> 


Men's Shop 


A3, 


Ju»t dptermlno correctly Ihe number of plus knocked rtoivn In 
pnch pholo. Enter Kore and sponsor1* HMUIR bi lh« pro|i«r box 
below. Do not add each frame. Strikes count 10. 


FOLLOW THESE EASY RULES: 


On this page ar« clues and pictures in the Advertisements of 
sports-minded Pocono Area business firms. 
Simply determine 


the number at pins knocked down as a results of the action 
depicted In each picture. 
Enter that number in the corres- 


ponding box on the entry blank. Do NOT add the scores as 
you go along as in regular bowling. But totaled together your 
Individual scores should equal the total score Indicated. Strikes 
are counted as 10 and do NOT affect the scorn in the suc- 
ceeding box. Fill in the rest of the entry blank. To the person 
getting the exact correct score in each box nnd complying with 
the rules will go the cash prizes. 
THIS WEEK'S ENTRIES MUST BB IX THE DAILY IlKCOKD 
OFFICE OR POSTMARKED NO LATEK THAN THUKSDAV 


P.M. 


Anyone within the circulation area of The Daily Record except 
employes of this newspaper and members of their families are 
eligible. 
If more than ons correct solution is received the 


prize money will be equally divided between the winners. If 
no correct answers are received an ncldiUonal $5.00 will bo 
added to next week's prize money. Until a total of $30.00 
is offered. Decision o/ Ihe judges Is final and all contestants 
taking part agree to accept those decisions ns a condition of 
entry. The name of Ihe winner and pictures will be published 
next Tuesday. Watch (or a new bowling contest each week 
in Tht Daily Record. 


Clip alon)f Dot- 
ted line and mall 
or brlnr to The 
Dally 
Record 


office. 


Deadline (or 


entries H 


Thurs. -i P.M 


It h not necessary to nw> this entry Monk.- You may uw a 
plain piece of paper, hut the garnet and firm nanici must be 
listed In numeric*! order as on entry hlnnk. 


LAST WEEK'S WINNER 


Roy Kistler 


R.D. =1 Greentown, Pa. 


SCORE 


A. 
B. 
C. 
D. 
E. 
F. 
G. 
H. 
r. 
j. 


Total 


67 


FIRM NAME 


Address 


City 


Contest No. 43 


P&S .... the 


Company That 


Forgot the Prices 
. . and Remembered 


The Quality 
Good shot 


Save 2-Ways—On Fuel & Quality Product 


Tripie-Trock Aluminum 
10-'5 


STORM WINDOWS 
I* 
installed 


Combination Aluminum 
STORM DOORS 
39"installed 


NO MONEY DOWN—YEARS TO PAY 


Quality 
• Service 
• Expert Workmanship 


Dial 42M631—for FREE ESTIMATE 


P & S 


1 1 Crystal St. 


ALUMINUM 


PRODUCTS & SIDING 


East Stroudsburg 


Lumber 


and 


Building 


Materials... 


2 4 6 or 8 


WiS HAKWVAEiK • MASONKY 


• CO.NTH.HTOIIS KtXOMMKNDUU 


• I'LAN BOOKS 


• 
FREE ESTIMATES • 


CRISBIE 
• 
LUMRFR CO. 


SlrmuWnirc 


Baa* split 


We Always Have 
Plenty To SPARE 


For All Your Finincial Needs 


Arlington 
hUigntl 
Bushklll 


Main St., Stroudsburg 


for Complete 


WINTER 


PROTECTION 


Enough but not all~ 
!»'« 
H E A G L E * 
xssstn 
ALUMINUM 


Storm Windows & Doors 


* Mads witri Reynolds Aluminum 


JOS. G. DeRENZIS t SON 


21 H. 4th Sfrt«t 
fhoM 42MifO 


"Where Quality A Workmsnship Still Came First" 


Between 4 aiKf 8 


Plenty Of 


Spectator 


Chairs For All 


Come Out 'n Watch 


Complete Lint of Amfllrt BalU 


All Colon uid Wfliht* 


Balls Piuqed, Bored, Refitted While You Walt 


Bowling Bags - Bowling Sheet 
C 


OLONIAL 


LANES 


nt. All Stroud Shopping ATM 


AFTER 


^ 
BOWLING... 


Less than 6 


ENJOY A GOOD NIGHTS 


SLEEP 


ON A PRODUCT OF 


STROUDSBURG 


BEDDING 


137 Main SI reel. Slrmidslmrg 
I'lione 4- l-~i 13 


4 6 a or 10 


Slay I'll \sictillv l-'it . . . 


BOWL! 


HARMON'S 
BOWLING 


RECREATION 


44 N. Courtland St., E. Stroudtburg 


Dial 421-9237 


t 
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America 
9s Ski Queen Cops 


Second Medal In Olympics 


INNSBRUCK, Austria 
fAP) 


America's daring darling of the 
ski slopes, Jean Saubert, raced 
in a second place tic in the 
ladies' giant slalom Monday and 
won her second modal a silver 


for Ihe United Slates in the 


n i n t h Win!or Olympic: Games. 


Brightness came to the 11.S. 


ramp after days of steady de- 
feat and frustration when a pair 
nf young figure skating aces, 
Seolly Allen of Smoke Rise, N.J. 
and Monty Hoyl of Denver, got 
off to a strong early start in the 
men's singles at the Ice Stadium. 


Miss Saubert. 21-year-old Ore- 


gon Slate student from Lakc- 
»iew. Ore., swooped down the 
1,662-yard, 59-gate l/rzum Valley 
i-ourse like a runaway rocket to 


tie Christine GoitscheJ of France 
for the silver medal, both of 
them the bat of nn eyelash back 
of Chris title's kid sister, Mari- 
clie. 


Ma nolle, IS, won 
the 
gold 


medal with the excellent clock- 
ing of 1 minute, 52.2-1 seconds. 
Jean and Christine were timed 
in 1:53.11. 


The same three girls finishd 


1-2-3 last Saturday in Ihe Indies" 
slalom, but in different order. 
Christine. ID, was the winner, 
with Mariclle second and Miss 
Sauberl, the broiv/e medalist nt 
Ihhcl. 


T h cy mat eh 
f la sh ing sk i s a 


third 
lime 
Thursday 
in 
the 


ladies' 
downhill, and Jean, 


laughing, pleasant girl who 


said to know no fear, vowed: ' 
'This time I'm going for the 
gold." 


The defending champion U.S. 


uickey forces save the unbeaten 
Canadians a brief scare by grab- 
bing n 3-1 load ill the first pe- 


;>d hut fell back lo absorb a S- 


6 walloping for then1 third set- 
back of the round robin tourna- 
ment. 


The defeat crushed the Amer- 


icans' last hopes of a hockey 
medal. 


Tlio Canadians shot lo the top 


of the stand ings with n 4-0 
record 
and began 
sharpening 


their skates for their big meet- 
ing with the unbeaten and heavi- 
ly favored Soviet team, winner 
of its first three starts. They 


8210,000 Lure To Be Offered 
Orange Bowl Drops Big 8; 
Look For Best In U. S. 


MIAMI, Fla. (AP) — The Or- 


ange Bowl decided Monday to 
drop 
its 11-year-old 
contract 


with the Big Eight Conference 
and go into the open market to 
find opponents for the annual 
New Year's Day football game. 


"It was the hope of the Or- 


ange Bowl committee that all 
sections of our country won Lei 
thereby become eligible For our 
bowl," said Ben Benjamin, pres- 
ident of the committee. 


The committee and the execu- 


tive director of the Big Eight, 
Wayne Duke, .said their rcla- 


Cincy Dismisses 
Court Player 


CINCINNATI (AP) — Basket- 


ball player John Scrbin was dis- 
missed from the University of 
Cincinnati Monday after his ar- 
rest on a charge of assault aJid 
battery on a UC coed. 


The university issued a state- 


ment saying that "on the rec- 
ommendation of the University 
of Cincinnati Committee of Stu- 
dent Conduct, which heard John 
Serbin, and on the basis of his 
admission to the committee, and 
with the approval of UC Presi- 
dent Walter C. Langsam, Serbin 
has been dismissed from the uni- 
versity Immediately." 
ESSC Girls 
Swim Team 
Bows, 46-20 


EAST 
STROUDSBURG — 


East Etroudsburg State 
Col- 


lege's girls varsity 
swimming 


team dropped its opening meet 
over the weekend, bowing 
to 


University 
o f 
Pennsylvania 


lassies, 46-20. 


Despite a victory in the 75- 


yard medley relay, the 
War- 


rlorette swimmers were 
only 


able to win another first place 
ESSC'Ji Merrily Dean 
copped 


the diving event 
w i t h 
62,5 


points. 


Swimming for KSSCa 75-yarc 


winning relay team were Karen 
Burke, Mary Hosey and Cathj 
Honzo. 


The results: 
50 yard freestyle — Peterson 


Penn; Piilman, Penn; H o n z o 
ESSC. Time — 27.6. 


50 yard backstroke — Ruh 


land, Pcnn; K r o h n, 
Pcnn 


Burke, ESSC. Time — 34.0. 


50 yard breast stroke — Aus 


los, Penn; Huh land, 
P e n n 


Hosey, ESSC. Time — 5:37.4. 


50 yard butterfly — Peterson 


Penn; Austos, Penn; Scheiblc 
ESSC. Time — 28.9. 


75 yard medley relay — ESSC 


<Burke, Hosey, Honzo). Time — 


' 51.<). 


Diving 
D e a n , 
ESSC 


ESSC. Points — 62,5. 


200 yard 
freestyle reJay — 


Penn 
i Peterson, Page, 
Ptul 


land, Pitlman). Time — 2:01 


Serbin was suspended 
from 


he basketball team by Athletic 


.rector George Smith a few 
ours after his appearance i 
olico court Monday niornin 
is case comes up in court Feb. 
> 


Serbin, 19, a 6-foot-G 220-pound 
>phomore 
from 
Hammond, 


nd., was arrested early Mon- 
ay. His case was continued 
olice Court until Feb. 12, 
Patrolman Charles Greener! 
aid be was told Serbin and the 
irl — Miss Carol Ann ScJilein- 


;, 19, of Hollering, Ohio —bat 
date Sunday nighl after tho 


'C team returned from a roac 
rip. lie said he was lold the 
irl was beaten during an argu- 
iiont. 


She suffered blackened eye: 


and hruises and was treated a 
a hospital. 


Most Afalunl»lo Frosh 


Serbin, a star football am 


msketball player in Ilammoiv 
iigh. School, has not been a rog 
ular starter for the Bearcat 
this season, but has seen consk: 
erable 
action, 
particularly 


the last few games. 


He was voted the most valu 


ible player of the Cmeinmi 
reshman team last year, avci 
aging 21.4 points a game. 
Louisville 
Courtmen 
Suspended 


LOUISVILLE, Ky., (M 


Two 
University 
of 
I^ouisville 


baskctblt players, Sam 
Smith 


md Eddie Whilehead, were de- 
dared 
scholastically 
ineligible 


Monday for the romaindei of the 
season and \vi!l be cut from the 
scholarship list. 


Smith, G-foot-G sophomore of 


Fla/ard, Ky., scored 
2-J poinl.s 


onship had been pleasant nnd 
10 decision was made without 
iy hard foelings. 
Bolstered by a new television 
in tract for $300.000 rnmialK 
ver the next three years am' 
,e possibility of roscaling tick- 
s, the Orange Bow! hopes to 
• able lo offer 
next 
year's 


•ams about 5210,000 to make 
ie trip. Thai ranks second only 
o the Rose Bowl payoff. 


NBC Didn't Cure 


The 
National 
Broadcasting 


"o.. which bought the television 


said 
it 
did 
not 
care 


v hot her the Orange Bowl main- 
ained a conference tie-up or 
rot. 


The 29-year-old Orange Bowl, 


vhich will ho played at night 
pxt year for the first time, con- 
inued its contract with Ihe Big 
-;ighl after dropping the Allan- 
ic Coasl Conference in 19.>9. 


Open Market 


Duko 
said 
that 
same 
Big 


iight Conference members fell 
lie champion would dn belter 
n the open market and were in 
avor of dropping the lie-up. Big 
•:ight loams have won seven of 
he 11 games during the eon- 
racl, including Inst New Year's 
3ay victory hy Nebraska over 
Vuburn. 


Benamin said the commit fee 


loped to lure a nigger national 
audience 
by 
selecting 
both 


teams at large. 
Eagles Sold 
Officially 
To Wolman 


PHILADELPHIA (AP)— Jer- 


ry Wolman, millionaire Wash 
ing ton 
buikter, officially 
put- 


chased the Philadelphia Eagle. 
Monday for $5,505.500. But Ihi 
sale was held up for 15 minute: 
when it was discovered Wolmai 
was SjQO short. 


When Wolman made his sue 


cossful 
bid last 
December 
h« 


put down a $100,000 deposit. 


Monday he showed up will 


Iwo checks for 55,314,000 am 
.?fll ,000. 


Frank 
McNamec. 
ret irin 


Eagles president celebrating hi 
72nd birthday, jokingly decline 
to 
accept, because they wer 


short §500. 


clash in the final game Satur- 
day. Russia is 3-0. 


Hi ian Conaeher, son of former 


Nat inn Eil Hockey League great 
Lionel Conaeher, was the man 
who broke I lie Americans1 unck 
whh a [joworful rally in the final 
lwn pej'iods. He scored two f*,°als 
and had a prominent part in oth- 
er Canadian surges which re- 
sulted in yoals. 


Only 
Miss Sauberl 
of 
the 


American r-ntries was able to 
compete 
w i t h 
the 
European 


stars in the Indies' giant slalom. 


Other U.S. women skiers fin- 


ished mil of the running. Bar- 
bara 
Ferries 
of 
11 ought on, 


Mich., was l?0ili in liTift.'M; Joan 
HFimiah of Franconia, N.ll., was 
26th in 2:01 .{17, and Linda Mcy- 


rs of Bishop, Calif., was 301K 


in 2:03.46. 


Americans also failed lo make 


the top 10 in llie rigorous Uvo- 
lay Nordic cnmbincd, won by a 
.TJ-year-old 
Norwegian 
clerk, 


Tormod Knulscn. 


Nikotay Kisolov of the Soviet 


Union was second and defend- 
ing champion deorg Thoma of 
Germany third. 


In the opening phase of the 


men's figure skating competi- 
tion, Manfred Schnellilorfer of 
Germany took the lead after the 
first two of five compulsory fig- 
ures. The final three school fij?- 
u res will be 
sk al ed Tuesday 


with the event to he climaxed 


SporfScope 


by KEN O'BRIEN 


Dolly Record Sports Editor 


Wolman then went downslaii 


to a bank and got the additional 
draft. 


The 
holders of the Eaglef 


slock, 
which 
Wolman 
pur- 


chased, £cl 560,500 for each of 


Saturday night in the Cardinals' the !11 outstanding shares. 
S3-7E) victor over previously tin- 
McXarnee. who like the others 


hcaton DoPaul anil in the past paid only S.'J,000 when 100 local 
five panics had 
averaged 
11.-1 I businessmen 
bought 
Die club 


for ?300,000 
shares. 


in 
had four 
points and 1.1.6 rebounds. 


Whit ("head, 
6--I 
sophom- 


from Lincoln Height.*, Ohio, had 
i 


spent the year in a reserve roleJ (Subscribe to The* Daily Record* 


by free skating Thursday. 


Europeans normally run up a 


big lead in the compulsory fig- 
ures, in which the competitors 
trace, involved designs on 
I lie 


ire, but Alien nnd Hoyl, who 
shine in free skating, made a 
surprisingly good showing. 


iV Group 
Vaiiies Ditze 
Top Athlete 


K ASTON 
Denis 
R. 
Ditzc, 


senior at Phillipsburg Catho- 


*. High School, 
was 
selected 


; the top scholar-athlete 
by 


he Football Foundation of the 
jelngli Valley last night. He 
vas selected over 26 schoolboys 
t a bamiuel attended by 200 
1 the Hotel Easton. 
Dit/c is ninth in his class of 
01 academically. A G-l, 105 
ullback, he is en route lo bc- 
:ominc the first 12-lellcr man 
ithletically in Ihe school's his- 
ory. 


DiUe was selected 
on tbe 


New Jersey All-Stale' first teani 
of parochial and 
private prc- 


mratory schools. He also made 
the first teams of the Diocese 
of Trenton and All-County 
in 


Warren. lie wns the lop scorer 
n Warren County, registering 
37 points. 


Ditze gained 610 yards rush- 


ng for an a v e r a g e of 8.1 
yards. He caught two passes lo 
push his combined offensive to- 
tal to G3S yards. 


For two and a half seasons 


Dilze played end before switch- 
ing 1o fullback where he dis- 
played exceptional speed as 
a 


runner and b e c a m e a 
fine 


blockcr. 


Dilzc is president of tbe sen- 


ior class, a position be held ns 
a freshman. He was vice presi- 
dent his snphomore year. 
fn 


bis junior yea r b e w as 
v i cc 


president of ttie Student Coun- 
cil. 


1 fe is business manager 
of 


1 he yearbook, 
IIc 
has 
taken 


part in llie school's annual piny 
for three years, won a poolry- 
essay contest nnd has been a 
member of t h e Holy Name So- 
c i o t y for fou r 
yea rs nnd the 


Leaders and Spanish clubs. 


Dit/o is playing bis fourth 


year on the current basketball 
team. He was an important COR 
in lost year's team which was 
nosed out 
in 1 ho New Jersey 


slate Calhnlic finals. Hr is r\- 
peclcd to campaign with (lie 
bascb.il! team 
for 
his 
fourth 


straight vonr. 


FOUR NEW AMK HOWLING ALLEYS OPENED AT BIRCHWOOD — 
l!c((y Jean Hoffman throws (he firs I ball, opening up new lanes iit Birch- 
wood. Looking on are her unrcnls Mr. and Mrs. Waller Hoffman, owners 
of (he resorl; Joseph Sebring, superintendent; and Edwin Coover, social 
director. The alleys arc the newest AMI'1 product with automatic pin- 
sputters, magic circle mulci'lnnes, radaray foul detectors, and spiiremakers. 
The alleys are open to the general public as well as for use of Birchwood 
guests. 


5-Tilt Basketball Slate 
For Schoolboys Tonight 


STKOUDSBUKG — A 
five- 
i 


g a m e 
scholastic 
basketball' 


schedule -—four of 
111 em league 


batlocle-s—highlights sports ac- 
tion tonight in the Poeono-Slate 
Belt area. 


Feature 
attraction 
of 
the 


night takes place at 
K a s t 


Stroudsburg where Hie 
Cava- 


liers of Coach Dale Baker lake 
on the high-fly ing Blue Eagles 
o[ Nazareth, undefeated in the 
Lchigh - Northampton League. 


Easlburg, winners of 
o n I y 


five games in 15 outings and «J-7 
in league play, has the unhappy 
tusk of trying lo halt the length- 
ening Nazareth streak. 


Also in tbe L-N, B a n g o r 


travels to Wilson Borough nnd 
Pen Argyl is on the road fur a 
meeting with HcllerLown. 


Seek Ninth Victories 


The Slaters, 5-4 in l e a g u e 


play, will be seeking their ninth 
victory in 14 starts. Pen Argyl, 
holding the same league record 
as Bangor, also will bo shooting 
for its ninth 
triumph 
agaii 


the last-place PanUiers 
\\ 


have wan but one league con- 
test. 


Pen Argyl's Dave Turt/o also 


will 
he 
gunning 
for 
a 
new 


school scoring record for 
one 


son tonight, lie needs but 11 


more to surpass the old mark 
of 4!)L set by Barry Young dur- 
ng the 1%0-Gl season. 


On the be high Valley League 


front, Stvoud Union entertains 
Slatinglon. The Mountaineers, 
who snapped a four-game 
los- 


ing streak last Friday by edg- 
ing Palmerton in the final min- 
ute of play, hope to grab their 
third league victory in 
eight 


.starts and their sixth of 
the 


campaign. 


In an exhibition tiff, Pius X 


(4-4) 
travels 
lo 
Swiftwater 


where Pocono Mountain (4-10) 
is the host. 


Pleasant 
Valley, 
Pocono 


Catholic Missions and Wallcn- 
paupaek are all idle tonight. 


ESSC Matmen Aims 
For U. S. Acclaim 


EAST 
STROUDSBURG — 


Bob Gu/zo of Easton is proving 
11 im sel C to be one of the mo s I 
outstanding 
wrestlers 
in 
Ihe 


Pennsylvania State A t h l e t i c 
Conference. The East Strouds- 
burg State College sophomore is 
undefeated this season with i! 
pins and 4 decisions to his cred- 


Phoenix 
Goli Open 
Still On 


PHOENIX, Ariz. (UPI) 
— 


Sponsors of Ihe 550,000 Phoenix 
Open voted Monday to continue 
Iheir 
efforts 
towards 
staging 


the tournament 
scheduled 
to 


si art Thursday, despite a boy- 
cott by the Professional Golfers 
Association (PGA), 


The decision was reached af- 


ter 
a 
general 
membership 


m e e t i n g of the sponsoring 
Phoenix Thunderbirds. 


11 came after the PGA's rep- 


reesntalive.s told 
the 
louring 


golf pros at SEillon City, Calif,, 
that Ihe order against Iheir np- 
p e a r i n K in the 
tournamcnl 


would stand. 


The PGA canceled ils partici- 


pation in the tournament. Sim- 
day because the Thunderbml 
would not sign a contracL giv 
ing the PGA radio and lele i 
sioti rights to the event. 


Canada In Load 


INNSBRUCK, Austria (UPI) 


— Canada moved i n t o sole pos 
session 
of 
first place in t h 


Olympic 
gold 
mortal 
lmcke> 


rompelition Monday with a six 
poa! second - period barrage 
that buried the United State 
S-C>. 


Germans Enjoy Boiler Slaiidmg, Canadian Finds Out 
Russian Olympians Not Popular In Austria 


By MclvLn Durslas 


INNSBRUCK, AUSTRIA 
— 


Tbe evening had begun demure- 
ly. The event was pairs figure 
skating, which serves as more 
nr less the ice follies of Winter 
Olympics. 


Not oven standing room was 


available, which is saying a lot, 
Inasmuch a.s 7,1 percent or more 
M the local sladia are equipped 
with seats. Music mostly classi- 
cal. Heads swayed and 
f e e t 


'.npped, and) you c o n c l u d e d 
that here indeed was an 
eve- 


ning lhat showed cultural pros- 
peels. 


Russian 
twosome 
Lu.lmilla 


Solousova and Oleg Prolopopov 
ikaterl magnificently. It wn.s al- 
no.sl as If they had trained 
lie hallel, and judges showed 
appreciation with high score of 
KM.-J points. 


When German pair M a r i k a 


Kilius and Hans - J u c r g e t i 
Beaumler appeared, the stadi- 
um vibrated from applause ant1 


cheers. You 
must 
understand 


as you follow the progress of 


the Winter Olympics here, t h a i , 
Germans 
enjoy 
considerably 


heller standing in Austria than! 
Soviets. 


Fo r one 
thing, In n ,s h r u c k 
i s 


only 20 miles or so from the 
West CJcrman border, arid 
for 


anoi her Austria us never 
have 


found il easy developing fond- 
ness for Russians. 


If there was a third reason 


why they would have been par- 
ial 
to 
Dcutsches skaters, 
it 


wou Id be due to tho look s and 
construction of Fraulein Kilius, 
who is a bit of a knockout. 


I T you must fralerni/e 
wilh 


Germans, Marika is 
distinctly 


your host start. 


Not As Cionil 


She and her 
partner 
per- 


formed their iv ni tine, ar.d they 
were excellent, hut they f r a n k l y 
didn't look as good as t h e Hiis- 
sians, This was especially the 
view of one of (he jud^i-s. Dr. 
Su/anne Morrow 
I-' r a n c i s of 


Toronto. 


Dr. Francis, known 
lo 
her 


friends as Su;;ic, is a vclcrinar- 


who specializes in s m a l l 


a n i iri a I s sue h as 
< I ogs and cats. 


In a pinch she wouldn't 
turn 


way 
a pot turtle or canary, 


either, which shows t hat ccr- 
lanly slit: can'l he nil bad. 


Blorule and prclty, she also 


happens to hr the former North 


can figu 
skating cham- 


pion who understands all rami- 
fications of this dodge. 


The score she gave tbe CJcr- 


mans happened to be the lowest 
of any of Ihe nine judges. 
The 


fart lhat she also gave the low- 
est scon; to Hie Russians was 
overlooked by the crowd when it 
wns discovered that M a r i k a 
and 
HAMS liar) pulled up wilh 


KJ.'i.G points, a fraction short of 
the leaders. 


Piercing whist los, a gesture 


of derision hi Europe, spiralotl 
from the .stands. This wns fol- 


1 owed by foot stomping and a 
unified 
mar 
in 
Clcnnan 
of 


"Throw tin: Canadian Out." 


• WJit'll the m*xv con]ile 
came 


onto the ice their mil sir: 
was 


suffocated by a continuing cry 


of "Throw Ihe Canadian 
Unable (o hear tlic music, the 
skaters repaired to llie pits. 


"Raus mit hir,' they yelled. 


"Raus, Raus, Uaus." 


Trur Kor Su/.io 


We wiped away a (car 
for 


poor Su/if, and wished that she 
wore home safely with her 
and eals. But slie wasn't easily 
intimidated. When 
l!ie 
crowd 


got on hrr for each subsequent 
judging, she pushed her 
card 


firmly and unflinchingly, as if 
to inform them, "If you dmi'l 
like it you know what you can 
do.11 


Comrade 
Prolopopnv 
and 


Miss Bolousova are hot h listed 
by Russians as slurlcnls In Len- 
ingrad, oven though he is 
and she is 2H. 


Athletes remain 
students 


long lime In the Soviet Union. 
Many also appear in the Rus 
sian press books ns "Icuchors," 
a position lhat can be attained 
say, by a good hi^h jumper ii 
he teaches other people haw to 
high jump. Meanwhile hir 


Bob's most recent victory M- 


> came in a rematch 
w i t h 


iigiily loulcd Bill Robb, 
the 


Vilkes Open T o u r n a m e n t 
Champ of Bloomsburg S t a t e 
Cramer's, 
Twin City 
4Y' Victors 


STROUDSBUKG 
— 
R. 
C. 


Cramer Lumber racked up its 
'ifth straight victory and Twin 
City TV 
moved 
into second 


ilncc in action in the Y M C A 
Senior Basketball League l a s t 
night. 


The 
unbeaten 
Ijiimliern 


dnniped Buck-East Si roudshurg 
Ilarclu-are. 72-G], while T w i \ 
CAif picked ii]« ils f i f t h ' win ii 
six Iries by defeating Lnwsor 
Automotive, OS-G2. 


sir 
ru 


K, C. (run 


. liy 


t. nf 


r<( S. 


out." I ry as a teacher Is assured, jus 


students" 
in 
Russia 


|iaid to go to college. 


It is entirely possible that tho 


only untainted amateur in 
Ihe 


wliol e O ly mpU'.s is Aga K h a n, 
who competed Thursday in Ihr 
men's downhill event at 
Pnt- 


fieherkofel. 


['he 
youny 
prince 
finished 


nd in a field of £11 v cut u ring 


onto tbe treacherous man-made 


College whom he had defeated 
ast year 5-1. Guzzo's lightning 
ast speed and agility also ric- 
ealcd Brooks Ye age r, the Mid- 
dle Atlantic Champion 
f r o m 


bVilkcs College. 


As 
a 
freshman at 
E a s t 


Stroudsburg Stale College, Guz- 
?,o had an 8-1 record and placed 
third in the NA1A tournament. 
He was edged out by 
Art 


Maughm, last year's 
NCAA 


champ. Looking belter 
t h a n 


ever at 123 or 130 lbs.,1"Guzz" 


a gooti praspect for confcr- 
•e 
I a u r el s a n d po ssi b ly na- 


tional honors. 


The 
most 
formidable 
foe 


Guz7." has yet to meet is Fred 
Powell of Lock Haven 
State 


College. Powell is a three time 
.vinner of the Slate College Con- 
ference Crown and was ranked 
fourth in the nation. 


Guzzo beat Powell last year 


as a freshman when he com- 
piled an S-l record and placed 
third in the NAIA tournament. 


Condi Clyde "Red1 
Wilman 


is highly pleased with Guzzo's 
success and feels lhat he will 
he n na I ion ally recognized col- 
legiate wrestler in Ihc future. 
Indiana, 
Mansfield 
Top PSCBC 


JOHNSTOWN', Pa. (UPI) — 


Tbe 
"share-I he- wealth" 
pro- 


gram in the Pennsylvania State 
College Basketball Conference 
is over with sole leaders in two 
divisions. 


Indiana took undisputed, pos- 


session of the Western Section 
lead by handing Ihe Slippery 
Rockets their first defeat while 
Mansfield 
heads 
the 
Eastern 


Section 
with 
a 
victory over 


Bloomsburg. 


Reggie Weiss of Sbipponsburg 


is still pacing the scoring stars 
with 22S points in nine games 
for a 25.3 average. Jack Ben- 
liart of Indiana follows with 376 
points in eight games and a 22 
point average. 


AMATKURS AGAINST I'ROFKSSIOXAI.S 


Almost any discussion of the Winter Olympics brings up the 


age-old argument of U. S. '"amateurs" competing against Ihe 
Soviet Union's "professionals." 


"Do you believe there is such a thing as an amateur today?1' 


I was asked. 


It was Saturday night -my second day of laryngitis—and I 


couldn't give much of an answer. But an ex-colleague—standing 
by my side—-supplied the answers. The discussion proved inter- 
esling If not frustrating to this reported. At least laryngitis kept 
my foot out of my mouth. There's a bright side to everything, 
I thought. 


Earlier thai same night, an Associated Press story had 


come over the wire concerning some forthright opinions 
hy Clarence Campbell, president of the National Hockey 
League. lie snld lie regards open subsidies an better for 
the sport and Ihe players than payments under the table. 
Here are sonic evccrpts from the AP story: 
" 'We are realistic,' Campbell said. 'As far as we (in Can- 


ada) are concerned everyone is an amateur who is not currently 
engaged in an organized professional hockey league.' 


"He said this includes youngsters who receive money and free 


educations while playing on teams sponsored by National Hockey 
League clubs. 


"Campbell added, however, that 'unhappily' the Amateur Ath- 


letic Union in the United States has strict rules which differ from 
those in Canada." 


Also quoted in I be same story was Sen. Phillip A. Hart, D- 


Mich., who called amateur rules in the United Slates "hypocrisy." 


He agreed wiih Campbell that professional hockey 


players who are developed hy openly subsidizing "ama- 
teurs11 with money nnd free education seemed 
"sounder 


and morally stronger thnn the practice of slipping; tlicm 
money to play college football," or providing "amateur" 
jol>s on which they never work. 
Russia has its own systems of subsidi/alion. 
Among them is 


the tactic of "employing" athletes who are paid salaries for jobs 
on which they never show up. These "workers" daily practice their 
own particular sports of .skating .skiing, pole vaulting. , . . You 
name it. 


We, of course, decry that our "amateurs" are competing 


against "professionals." 


But is there such a thing as a "true amateur" today even in 


the United Stales? Probably not, at least very few—not in Ihe 
strict sense of the term amateur who must not accept money or 
gifts or any sueh subsidies. But i( certainly is done under the 
table nnd in various afld sundry other shadowy areas of our so- 
ciety. We are merely not quite as flagrant on this matter as is 
the Soviet Union. 


I must iiRrec with my questioning friend that our 


strict rules of the Amateur Athletic Union docs, on the one 
hand, creutc unfair competition against tho Russian ath- 
Icte.s who abide by the loosest of rules, if they Indeed 
abide hy any nt nil. And Sen. Hart is tflO per cent correct 
in calling: our set of strict rules "hypocrisy." 
I am reminder! of the gag in which, a professional football 


player is being interviewed by a sporlscastcr. The questioning 
goes Hke this: 


Sporlseastor: "You've been playing professional football for 


three years now—the same number in which you played in college. 
Tell me, which do you prefer 
the college game or the profes- 


sional?" 


Player: "The college game." 
Sportsr-asLcr: "Why?" 
Player: "It pays more." 


NOTEBOOK JOTTINGS: Howard (Budl ScUz. scoul-nmpirc- 


coacb in the Pocono Mountain Baseball League, informs this cor- 
ner that at least two new teams are being sought for this year. 
Applications for team membership in the league should be pre- 
sented nt the league's meeting this month. 


High on the preference list for membership are the commu- 


nities of Tanncrsville, Pocono Lake, Barrett, Kunklctown and 
Kresgeville. 


Complete details may be obtained from John Wcrnctt <!)92- 


4GGG), Otlo Mills (flE)2-<n57), or Sell/. (992-1313). 
Sports Today 


SCHOLASTIC 
BASKETBALL 


Slatinglon at. Slroudsbui'^, S 


p-m. 


Nazarolh at East Slrouds- 


burg. 8 p.m. 


Bangor at Wilson. 8 p. m. 
Pen Argy! at Hcllctlown, 8 
.m. 
Pius X at Pocono Mountait), 


S p.m. 


TiOVVI.INC. 


Bu.shkill League. 7 p.m.. Har- 


mon's Recreation, East Strouds- 


College Basketball 
U.v THE ASSOCIATED I'KESS 


Purdue 101. Michigan Stale 08 
Indiana 10-1. Illinois JIG 
Kentucky 103, Gcnrf-ln 83 
Florida al 'IVnnosscr, p|id. 
Notre Dame 72, Butler (54 
Ohio State S6. Mlchignn 85 


course in this relatively snow- 
less winter Olympics 
course, 


whir)] resembles a slnb of plas- 
ter of Paris winding down nn 
otherwise hare mountain, 


Naturally, Aga wns sutround- 


ed by newsmen and 
1 television 


interviewers. One anxious g.m- 
llemati fron> ABC clutched tlic 
microphone ami kept 
yelling, 


"Prince. Prince." 


His highness replied a little 


leslily, "Hang on a minute, will 
you?" 


I I wasn't the response 
that 


ABC expected of royalty, 
but 


sometimes Dial's I lie way the 
snow melts. 


Larson 


SAN KF1ANCISCO (UPD — 


Don 
I.r 


\'.\(\:\ rcs 
Francisc 
1nnns 


fn, who 
(it tinier in 


inliled I h e rinirc Sun 


o 
bull pen. 
nfirc-od 
to 


'\\\i 
I fie Clinnls Monday 


for Ihe 10G4 season. 


(Subscribe lo the Daily Record) 


NEW IDEAS FOR 


A NEW ERA 


Laiiclis Signed 
By White Sox 


CHICAGO (UPI) — -Tim Lan- 


:Iis, Ihe only holdover on 
th» 


roster from the Chicago White 
So\' 1!)59 pennant 
w I n n i n g 


team, agreed to terms for 1DG4 
Monday in a telephone conver- 
sation with General 
Manager 


Ed Short. 


Jackson Signs 


CHICAGO <UP1> 
-- The Chi- 


cago Cubs Monday announced 
the signing to a "satisfactory 
contract" of Larry JacK.son, A 
veteran ri gh t handed 
pi tch cr 


wlni finished last season with A 
14-IS record. 


VERDON E. FRAII.EY 
609 Main St. slrnuilsiiiirR 


Phone: 451-7M1 


lATIONWIDE 
I MUIUAL INSURANCE COMPANY 
» MUFUAL IRC IM5UPAKCE COMPACT 


HFC INSURANCE COMPANY 


« Oft-ci CoUmbui. Oh* 


LISTEN 


Every Sunday at 1 p.m. 
"840 
CLASSICS" 


On WVPO . . . 


Featuring Bowling; 


Announcer 


"ERNIE" TRANSUE 


Sponsored by 


Colonial Lanes 


Staufter & Phillips 


Counterman's 


Drug Store 


Western Section 


W 


Indiana (8-3) 
,1 


Slippery Rock (fl-1) ... 
Kilinborn 
(11-.1) 
_ 


California I,")-,")) 
I.ork llnvrn (2-7) 
Clnrion 
<T)-1) 


2-1 (> 
200 
160 
I'.'O 
100 


Knstprn Srclinn 


\V I- RIB- 


Mansfield (9-2) ............ 7 1 
West Ctioslcr (12-7). ...G 
2 


RlnnmshurK (8-3) ........ B 2 


Kill/clown (7-4) ....... _.."> 
3 


Clioynoy (0-R1 .............. 2 R 
]•'. Strnurlsuili K (t-S)....l 
7 


Millersulle (3-12) ........ 0 8 


l-'inlcy Meet Sri 


KANSAS CITY, Mo. (UPI) — 


Chnrles O. Finlcy, owner of the 
Knnsns City Athletics, will re- 
luni hero Thursday for unutlior 
mi'cliiiK willi city olllclnls on 
lerms of a lease for Municipal 
Kladium, Cily Manager Carle- 
Ion Sharps announced Monday. 


5 Entirely Different 
Cars for 1964 


• CHEVROLET 


• CHEVELLE 


• CHEVY II 


• CORVA1R 


and CORVETTE! 


YOUR BEST DEAL IS AT 
Gray - Chevrolet 


hone 421-3350 
Rt. 611 
Tanrersville, Pa. 


WITH 


US! 


FOR HEALTH... FOR FUN 


Automatic Pin Spotters 


Featuring the "Red Head Pin" 


BOWLING 


CENTER 


Ph. 595-7251 Mountainhome, Pa. 
BARRETT 


Pocoiio Mountain Chamber 
Names J, L. Cohen President 


CHAMBER OFFICERS — J. L. Cohen, ritfM, new president of the POCONO 
Mountains Chamber of Commerce, and Jesse Pierson, left, new lirst vice 
president, gel advice from retiring president Alex L. Bcnsingcr. 


(Staff Pholo by MacLeod) 


Stork Was Quicker 


WICHITA, Kan, (AP)—Wich- 


ita ambulance drivers lost their 
first two races with the stork in 
19G4. 


In 
the 
wee 
hours of New ] 


Year's day Mrs. Jay Clark gavo j 
bh'th to a daughter at her homo' 
while an 
i 


the sci?nc. 


imbuhmce 


A few hours later Mrs Curlis 


Peterson delivered a -Inu^Mcr 
in an ambulance rushing her to 
a hospital. 


STROUDSBURG—J. L. Cohen, i 


head of a Stromlsburg account-! 
in (I fi"n, was elected president' 
or the Pocono Mountain Ctmtn-! 
bor of Commerce yesterday. Ho 
succeeds 
Alex 
L. 
Bon singer, 


Su'oudsburg attorney. 


The chamber board of direc- 


tors voted to support the appli- 
cation of Pocono Motor freight 
for nn extension of its 
fran- 


chise area at a hearing of the 
Intoritaie Commerce Commis- 
sion. 


William Osborn, president of 


the trucking firm, said he need- 
ed local support for his effort 
to transfer the franchise of the 
Hud.snrt Transportation Co. ac- 
quired 
by 
Pocono 
Motor 


Freight. 


In his acceptance speech, Co- 


lion urged tho chamber to ac- 
cept "a wider area of influence 
and interest" 
in 
tho 
Poeono 


Mountains 
because 
of 
tfn? 


growth of highways, Tocks Is- 
land Dam and National Recrc- 
, .11 ion Area, 
and 
tho 
general 


'I'eeunomy of (he? area. 


Ho said tho chamber should 


rcprcMiMU llic views and inter- 
ests of businessmen as ilipy af- 
ft't't the economic health of the 
entire community. The cham- 
ber, lie said, should represent 
and hear the views of labor ns 
wi'll, "while collar and blue col- 
lar." 


In IIK "swan SOIHT," Ronsinger 


pointed to the accomplishments 
of the chamber during his l\s-o- 
year term. 


As secretary of the Camelbaek 


Ski Corp., Bcnsiuger thanked 
Hie chamber and its mdustunl 
arm, Pocono Mountains Indus- 
tries, for help in securing a 
5316.500 federal 
loan for 
the 


new ski area at Tannorsville. 


"The chamber played a key 


part in tho successful financing 
of the Camelback Shi Corp.," 
Bcnsuigor said. 


He reported that employment 


ai the ski area, estimated orig- 
inally at 30 to 3S people, has 
actually been from 60 lo 7f> peo- 
ple directly employed by the ski 
corporation with about 1ft more 
working in two concessions. 


He said more than $300,000 


has been spent with loc-al con- 
tractors who helped construct 
the 5700,000 ski area. 


Other officers elected yester- 


day 
were 
Han ford Cleveland, 


second \ See president; H. G. 
Sanborn IIT. treasurer and The- 
odore Henmnp, secretary. 


Touk Two Toadstools 


DENVER, (API — A house- 


holder complained lo the po- 
lice tb;U 
two 
tnadslools were 


stolen from his back yard. 


They were 1wo fee! tall 
made 


o[ marble and worth S2SO each. 
ho said. 


Camp Taiialo 
Transfers 
Property 


STROUDSBURG 
— 
Camp 


Tanalo, Inc., yesterday trans- 
ferred properly In Pocono Twp. 
to Camp Tanalo o( the Poconos. 
According lo lax slnr.ips on the 
decii Iho properly is valued nt 
J! jri.OtM. 


The Iransfer was filed in Die 


olUcc of Mrs. Jeinnette V. Ba- 
loi-y, Monroe 
County 
register 


and recorder. 


Other deeds filed were: 
Arthur S. and Marguerite C, 


Creighlon of Chatham, N. J., lo 
Russell and Thclma A. Mount 
n[ Princeton, N. J., property in 
Ban-ell Twp.; Raymond Allegei 
of Kn-sl Slrounsburg RD 3, to 
Daniel W. nnd Jean T. Bythe- 
woort o( East Stroudsburg RD 3, 
property in Stroud 
Twp. 


Also, Lake Valhalla, Inc. of 


j Smitlilielrt Twp. to Russell E 


and Emily E. Marsh of Wesi 
| Kaston, properly i;i Smithflelc 


j Twp.; Carl L. Schaarschmtdt, el 


j nl., of Paradise Twp. to Edmund 


A. nnd Anne-Louise Slricklam 


! nf I'ai.idhr Twp., properly ii 


I Paradise Two., and Wayne R 


and Gi-iU'o H. Poston of Smith 
Hold Twp. lo Grace H. and Rob 
ert \V. Poslen 
of 
Smithflel< 


Twp., properly 
In 
Smithfiolt 


Twp. 


Commissioners Opposition 
To Peimsy Merger Sought 


to Hie Dailv Record 


The iron Curtain isn't soundproof. 


If you owned a radio set behind the Iron 


Curtain, what sort of programs would you 
hear? 


From Communist sources, endless propa- 


ganda. Newscasts that twist—or suppress— 
the truth about home conditions and the 
world outside. Commentaries and criticism 
that are really just "commercials" for a sin- 
gle product—Communism. 


Fortunately, however, the Iron Curtain 


isn't soundproof. 


Try as they will, the Communists can't 


keep out the voice of Radio Free Europe. 
Nor can they prevent us hearing what they 
themselves tell—and don't tell—to their 
captive peoples. 


Radio Free Europe speaks daily, in their 


own languages, to millions of listeners in 
Poland, Czechoslovakia, Bulgaria, Hungary 
and Romania. But—first—it monitors all 
the radio stations in these five satellite coun- 
tries, and studies all their magazines and 


newspapers. It analyzes what they give out 
as news, and notes the lies, distortions 
and omissions. 


These are then exposed—with tremendous 


impact—in RFE's own newscasts. 


Radio Free Europe lets its audience know 


what is really hapiwning in their enslaved 
countries—and right in their home towns. 
It answers Communist accusations. Spot- 
lights rifts and failures. Reminds these SO 
million captive people that they still have 
friends. And suggests some ways in which 
they thcmselrcs can help to regain their lost 
personal freedom. 


In effect, RFE has become both their local 


newspaper and a national, opposition press 
that nobody can stop them reading—with 
their ears. 


Radio Free Europe is a private American 


enterprise, supported by voluntary subscrip- 
tions. Help to get the truth through the Iron 
Curtain—by mailing your contribution to: 


Radio Free Europe, Box 1964, Ml.Vernon.N.Y. 


Published as a public service in cooperation with The Advertising Council 


The Daily Record 


tie Daily Record, The Stroudsburgs, Pa. — Tues., Feb. 4, 1964 


STROUDSBURG 
— Monroe 


ounty Commissioners 
yc.stpr- 


ay weer asked lo oppose tho 
erget* 
of 
the Pennsylvania 


ailroad and the 
New 
York 


enlral Railroad. 
Michael Fctresky, state Icgis- 
live 
representative 
of 
tho 


rotlierhood ot Maintenance of 
'tiy 
Employes—an 
organiza- 


011 of railroad employes—made 
is request and left 14 petitions 
or the commissioners lo "sign 
nd file." 
The commissioner took no ae- 
on. 
PetL'csky lold 
the 
meeting 


mt the merger would bo of no 
enefit lo Monroe County. 
nid, ''The railroad will uso a 
lassificfttion yard in Ohio to 
lake up trains." 


"The trains will 
be routed 


iver ttie "Low Lake Route" into 
Albany, N. Y., and then down 
he east and west sides of the 
luclson River to Mew York 


City, he added. 


The Low 
Lake 
Route is a 


•onto running from Lake Erie 
.cross the state oC New York 
\-hcre there Is only a one pel 
:ent grade. 


Pcti'csky 
continued, 
"Tho 


racks in the Low Lake Route 
mvo been up-grmled to allo\\ 
rains to travel at speeds fti ox 
cess of 60 miles per hour," 


He pointed out that when 
X'founcllaiid 
Calendar 
Of Events 


NEWFOUNDLAND — T h i 


first full week In February fine): 
(he 
following 
activities 
an< 


meetings scheduled in the New 
foundland nrca and surround 
ing 
villages 
of 
Grecntown 


Promised Land, Sterling. Ilollis 
tor\-lllc, 
LaAnna, 
and 
SouU 


Sterling: 


Tuesday 


Hoy Scouts of Troop 129 w 


meet at 7 pjii. at tho school 1i 
Newfoundland with Larry Me 
Lain in charge. 


Hollisterville Recreation NEgh 


will begin nt B p.m. in the com 
munUy nail. 


Junior Girl Scouts, with Ethe 


Wohlfart and Paulino Gilpln i 
charge, and Die Cndetlcs, imde 
the direction oC Mildred Web 
sler and Thelma Peel, will nee 
from 7:30 to 9 p.m. at. ltie Am 
ericnn Legion Hall, 


HollistcrvSlle Woman's Soc 


cly of Christian 
Service 


moot. 


Tho 
Auxiliary 
of Phillips 


Zacharias-Phillips Post Soil, Am 
eiican Legion, will meet, wil 
Alberta Rochfort presiding 
8 p.m. 


The 
tenth. 
eleventh 


twelfth grade students at Soutl 
ern Wayne will go to tlie nc 
school on Lake Wallenpaupac 
by bus, for an orientation pe 
Eod. 
Other students will beg 


school as usual at 9 a.m. 


School closes at 12:45 p.tn 


and the faculty will attend 
meeting ol 2 p.m. at the ne 
school. 


AVwlnewlnjr 


The new school on Lake Wa 


lenpaupack opens, and the ne 
schedule goes into effect for tl 
elementary school In Newfoun 
land, with the schedule move 
up from 9 a.m. to 8 a.m. tor tl 
starting oC classes. 


Mountains League bo\vb 
i 


Barrett at 7 p.m. 


Jericho congregation will mei 


for Bible study and prayer at 
p.m., with the Rev. Williai 
Henwood In clinrge. 


HollistcrviMc Bible Protestan 


Oiurch 
members 
will 
ha\ 


prayer meeting at 8 p.m. at tl 
church with the Rev. Patrld 
Loftus leading. 


Hollislerville Baptist Church i 


congregation will 
have 
mid- j 


week service at 7:45 p.m. un- i 
der the direction of the Rev. 
Paut Bromhall. 


South 
Sterling WSCS 
will 


quilt all day at the hall. 


Promised Land Fire Company 


will have a work night at Hie 
Tire hall. 


The 
HoUJstervllle Methodist 


children's choir, and the MYF, 
will meet at G:30 p.m., with the 
youth choir practice following. 


Sterling King's Helpers Class 


will moot at 2 p.m. 


Thursday 


Commercial League bowls at, 


Hamlm at 7 and 11 p.m. 


Son Mi Sterling choir practice 


is at 7 p.m. at the homo of Ed- 
win Frey. 


Moravian choir practice is at 


7 p.m. at the church. 


Hemlock Grove choir practice 


is at S:ir> p.m. at Hie church. 


The Moravian Ladies Aid will 


n,ul!t nil day. 
, Hemlock Grove WSCS will 
quilt all day at tho church. 


Grecne-Dreher Fire Company 


will have a work night session 
at the fire haU. 


Greena Township 
Civil De- 


fense has a regular 
meeting 


scheduled at 8 p.m. 


Friday 


HollLsterviile Bihlo ProtcslatU 


Church young people will meet 
at 7 p.m. 


Moravian 
Boards of Elders 


and Trustees will meet at 8 
p.m. at the church. 


Saturday 


The Blue Angels will travel to 


Lakewood for a Way no County 
Amateur League game at 8:30 
p.m. 


Sterling Community 
Grange 


20:V>, wi(h Leu'In Oshorn ruv- 
sidiitK. will mnrt. at. S:30 p.m. at 
the gian^e hatl. 


Card Of Thanlcs 


arload ot lumber is ordered 
om the west coast it takes 
iout live days for it to arrive 
ere in Monroe County. 
If the merger goes through, 


f> said, the box car will come 
cross the country in about the 
line time hut will be pulled 


to the New York City area 
•here it will wait until there 
re enough cars lo make up a 
rain to come into this area, 


Pctresky also told the meet- 
,g lhat railroads tike the Erie- 
..ackawanna and tho Delaware 
nd Hudson depended on tie-in 
cints with other railroads to 
main 50 per cent of their busi- 
PSS. 
JacksoiiTwp. 
Seeks More 
Phone Lines 


UKEDERS — Tlio district and 


ocal manager of the Boll Te!e- 
ihono Co. o£ Pennsylvania met 
•"['iday with Jackson Township 
Tnxpayoi-s Assn. to discuss the 


^Utilities of more telephone 


ines for the Jackson Township 
rea. 
According to Robert A. Dank- 
r, president of the taxpayers 
association, the EL-!! Telephone 
Co. expressed assurance of re- 
lef for the area. Danker saic 
he ieleplione company is in- 
stalling new lines. 


WE! WISH to take Ih1* m^ani 
of expressing our sincere thunjii 
and appreciation foe 
ih<> srp- 


I'iithjr ami as si stance ron-icrp^ 
us liy our ruarij neighbors an-1 
frif-nils in our 
(jeroav^moat \n 


tlio loss of 
our 
Mother. 
Mrs. 


KmniA Dpftn ; uleo fnr the flnrnl 
lr!lin>os Rnil the loan ol autos.. 
fur 
Ihfl 
fuTiPral. 


MHS ni SSELIj MILLER tnd 
MHR. KDWIX nORACKFK 


SchooU & Instruction 
10 


ACCOHIMOX leasonj. Accordion 
free white learning. 
ITOF Peter- 


son. Tl. D. 3. B. Stbz. 12MOS2. 


The DaUy Record 


Classified Section 


"Riff" TtcsiiHs . . . Ltttlo Cost" 


Phone 421-7349 


Kor Itirort I.ino to tli* 


Cln*slflcd Dei't- 


Phone 421-3000 


for 
Clrcitlntl^n, 
Plspl^r 
Adr. 


Uuslnc5s Ofltcu and 
Neiv^room 


New Con&ccutlve-Inscitlon B&tci, 
effective January 1, IfHii 


Mhilmtjm S!E$: 3 linn 
Minimum cliarge, $1.00 


8-]lno add 7 d«ys 
53.38 


Additional lines 
JGc ea. 


Una yet daj" 


3-Hn* Rd 4 <1nT8 
J2-W 


Adilltloii.-il lines 
lie m. 


line per day 


X Imp «nl 1 
rtnv 
Jl.OO 


AiMllloiiAl llnctt — 
-21c w. 
lino pec d.ir 


•—Spwlal Cnrnmerclnl Ratei 


on Itctjuest— 


BOX REXTAIjS 


rrv; if roplies 
RTO plfflscd np; 


$1.00 if replies arc to bo milled. 


WK* upcrtcc rhnrRfl Adiln) to all 
<-lniTprt HiTmiiiit liHts; dcilucUhle 
If 
)>uLi] within 10 days after re- 


cchit of bill 


Adjustmenfs 


HrrprB. not tlia fitilt of th« 


Rilvorttsor, u-lilrti el parly lessen 
tho vnluc of llic advertisement, 
FliouKl 
lie 
rorrcft^d 
(he (ir.it 


(Jar. u-Iicn ono extra corroctM 
insertion ""III tic mm to wit limit 
cliirxi*. 
Thn npoord Rf-sinues no 


respi.nslliility 
for errors 
after 


llio lirst iiiFcrlion. 


Closing Timo 


Want Ads BC.-pptPd from 5:30 


a.m. trt 3 p.n>. fnr tlip following 
Any nnd until 1'2 noon Saturday 
for Mnndiiy edition. 


IVniillno for 
ClnssUleil Dli- 


plny ;t;(» pin. " <1.iy« prlnr to 
[intillr.ition. cxro|il fnr Mon»My'» 
nlillmi whori coiir nmst be In 
bcTore 12 noon Friday. 


W.int Ads now appearing In 


tho Cla^sifird 
Kcctlnn. 
Ri?iy b« 


ancollo.l 
n n 
to 
3:00 
p. 
m. 


r.ifn-eVlra" up to 'll'Drt" a.m." for 
the neit day's edition. 


Policy 


The Pallr Ilrconl reserve! tht 


rlefit fo edit or rnj-:i-t any fld- 
TcrlisLnir f t 
Iff In La not tn tli» 
liest interest of the render. 


Robert S. Widmer 


Classified Advertising Manager 


Daily 
Record 
Box 
KoplEes 


Received Saturday 450, 452, 
4.1-1. 


Public Notices 


CHARTER— IH'SIXESS 


CORPORATION 


NiMiro i* 
li'TiM.y chvn 
tli^ 


Artirlot 
uf 
liu-i. rpor.it ion 
nav 


In-rn tiloil « l t l i Jiinl /iiH'rovM t.y 
llio l^i-arlniont nf Stato nf [lid 
roiniii-jjiuvahlL n( T'ninsvK-a-n.i 
fit. Mnrri^lmrf:. I'a.. on Pt.-oom'ir 
L'T. iwa, for MIR purpose uf oh- 


- 


,! .MLIV 
,">. U'jJ. 


i"<-..rporn1[.>:l <•) 
[ 
Iho 
I'ooMio?, 


r 
pirriios-'i^ 
for 


i " ] , - nn.I 


on'M nnd l-« 


. 
nd an r nnd 


.Til 
rr-nl 
or 
rier-<iii.il TmriTty 


r.^t-'s^nrr for ilin f iroir^iiiu' a nd 
tn ninnnm'. mul crtiulii I tin1 S.TIJII* 
o^ iiinl for a inmn :u,d -r lo.Kv 


r, iu- 


I.KARS to knit *t thf Knit 'a 
N««l!« Yarn Stoppft. Free ln- 
4t rue Lions 
with 
purchase 
of 


yarn. 
Main St.. ML Pocono. 
WANTED 
MEN 
18 & UP 


FOR HEAVY EQUIPMENT 


l.nr-nl £ ftipflrn Jnhs pay up tcx 
Sin.ihO per 5ofl.ir. Ti to fkilV.! m<*n. 
Kxpprlf-nce n.it noo<lM if \vinii\a 
In train nt own esiienso, 


FOR FRKFJ INFORMATION* 


Pond Nann>, A-irfr-M!. Phone No. 


to: 


T R A I N I N G 
SERVICES 


IN CITY L I N E CENTER, 


t>EPT. CN. PFIII.A. 51. PA 


Convalescent Homes 
1 1 


CHEURt 
YAlloy 
Conrq!e*efng 


Hotel, Inc, Mnrial F. Royd. K.N., 
1 


Insurance 
I2A 


CHAS. J. CfNOOTTA AtlKXCY 


lusuratu-c UruUci 
S?0 Monroe. Stliir. 
421-67T1 


SAVINGS of CO lo OO'V on 
E-'ire 


In&uraucc on homo farm 
ami 


tuij-iih's;;. Cui'NTl Atiry 
-i^l -IfO). 


Restaurant & Taverns 
13 


KCilJS. 
homo 
fries 
;ui,l 
ccfftv, 


SOc. 
Laurel UliiL-r, Rt. Oil, Uar- 


toniTllle. 


Market Basket 


A1UM.KS. .Mrlmosli. Vi I'll. Kis- 
k.'t $1--^ 
l'o(ai«e>-. 
E-'ctrs an-l 


irrorerlm. Mover's K w i k 
St. 
K'ft 


Mkl.. Gil, 3 ml. N. of Sills. Oi>-:n 


BILLY'S Rawlflnh Stnre A: I^a 


OCT. 
Upon d.iily S !•> H. 


149 !•;. Prnnil, Y., S. 
i'Jl-S>". 


Beef By The Bushel 


(60 Ibs.) 


, .. . and we mean ju?t 


that! A sixty-pound a5$nrt- 
mcnt of steaks, roasts, stew 
and hamburg. 


$35 


Choico Western Beef 


Guaranteed. Call us for 


details. 


Harry Heller 421-8484 


RAT 
FOTl 
RALE — AH crArte* 


N>w York StJilfi dnlry *n$ hnrss 
IMT. 
AI^o 
straw, 
llrllv^rv-.!. 


llu.1 T.dwrcnce. Th. 717-iG5-3'.'T3, 
New Mllfoni, PR. 
rOTATOFS 
5O Ihn. J1.06 ami 


$1.65. Hay's Countrr Etor*, Rt, 
flll near Bartonsvlne, upon, 'til 
10 p.m. 


WINTER rot*toe« CO Ib. bair 
11.^5, fresh clams, tomatoes and 
apples, Gorlaoh Farmer.'• Mar- 
kpt, Rt 
611. Swlftwater. 


Business Equipment 
15 


USED ADDING MACHIN23 


JI on roe Trpewrltex 
Co.. 


»X) Main St.. Sthp. 
<:4-I2tl 


MERCHANDISE 


Antiques, Collector Items 19 


STAMPS: Packets, Seta, Singles. 
World-Wide, 
mint 
u«Nl. 
No 


m i n i m u m rcqnirod. Stamps, Box 
11?, Itolvidprc. N. J. 


Articles For Sale 
20 


ADMIRAL 
Sate! 
ETeryttUntT 
goes! 
Hundreds of bargains on 


rpfrlperatora, color TV »s low,** 
I399.0,\ 
l>oti't miss this U you 


Uk« Aflmlr.il appliances. 


JEWKLT. KLKCT1MC 
Portland — S07-61W 


Annual Jan. 
15% Discount Pal a, 


Thronpb (Ills month. 


All fall and winter fabrics 
Also fable of remnants at -iV^ 
off, 
Opon Mondays ami Frlilar 


NUw. PnrkinK-. Tho Y.inl Shov. 
coy -V. sth St.. sthp. ^-Jl-^^:l> 
lJ. 


i ami crib, pnol 
BAKY1 can 
conditlnii, 3 
• tely. 4Ut-53:13 anvtitun. 


BAHY rrlh with nifltrhlns: cliif- 
fornbc. )iy ThA>vr. £V>. Apr. sii- 
jr-is rnnroii. from 53.V 40 fx.-i-.rr 


fl ml 
n>frijror« t«rs 
from 
j.Mi '~ 
}~>. 


Trflile In 
J***pf.. Sf.ir Furuilurfl 


Sfitro, 7^7 N". Courtland St., K. 


11RRMUDA vlnjl pools. 
now for summer. 
PMI| 


RKST bottle sas In tho Pn 
IMitrh llanrr. Inc. Tatiner 
421-&1SO tlay or nicht. 


JUtOWXIK 8 mm. movie r 
r»5r. SS. 
Univer;;^! S nu 


j.i'Kir J1-V 
I! 
<*. Altrn 


CLKAHANCH 
SAT.K! 
All 
IPdJ 
HOTl'UINT Ksiitfe-s. !!, frici,-.i- 
lora. 
I'rctvors-. 
|)l-hv\;i3hor>. 


S P K ED Q (" K f. \ 
Writi kr.^r a ltd 


Autom.itlc Waslicra-Uryvr*. Al-o 
n i n n y liJio nf«- nst^l aiH>li-ini:''i. 
J. 
Iv. WILLIAMS, 4.^ iiam ^t- 


L U C K S l l u i > L v 


All T> t>,- Ruur Cov.Tlni.-s 


fs'.l N. filli ST. 
+:Jl'''U<'l 


tuJ o in1«i'i,-n to l 


nt oC l!-<! fon^.MiiK' 


ionko. KlaiiJ- * lloin^. 


S n H . - i l r t T S , 


liAn St.iti.ni Kuilillnc'. 


N o'j'i r i: 


Thrt 
K.^-nl:ir 
iinviiii).- 
»f 
tli- 


Hoartl 
i»f Sii]VTvlaori i»f S(r«Mnl 


Tw|«. will t.«> hoM on Wed.. tVh- 
r«nr.T 5 Instead of Thursday, 
Kcljruary S, 


Harold R. Albert. 


Cftmeteries, Monuments 3 


CKAIKTEUY MKMURIAI.S 


I.fti^rhiB. cK'.inlnir in comeiery. 
}!roi)7(* riliDint's. iiMirbl*1 Ar pran- 
it^ ^Tisui'hsr.rno GRANITE 
Co., Miin al I'rohor 
4:M-3JI»l, 


INVESTIGATE 


Monr-ifl County'* only fullj «Q* 
liowod ctiN» co'ti-Mery: 
M.iOfrn - Ifoaiitlful - Convenient 


I,AUHKLWOUD CEMKTK1U* 
StrondslinrK, Pennsylvania 


Call 42l-SL\tO 


Floristi 


. 
. 


li, I*. n.KVtl.AM' CO. 
INC. 


13 CrysUI St.. K Mhc. -H"-'i-"'--l 


KNIFE'S 


IS N*. 6th St.. Suoudsburs 


If Your Only lOO1^ 
VOICE OF SlUSlC. 


Dealer 


Sales and Parts Repair 


Sec The New 10(34 


V-M Models In Stuck 


Phono 421-SU40 


KINSMAN ORGAN 


in ?.rnhi>Kany 


u^oil otu1 year . . . 


$695 


New Cleveland 


TENOR SAX and CASE 


made? hy Kiivs 


ALTIERI MUSIC CENTER 
303 Main St., Stbg. 424-1000 


MODELS & MUSIC — Hobo? 
HO'i lii the rocviini. M»lu 
St.. 


l»#l. Water Gap. Op«a fl-10 p.ui. 
rm 
Sit. ••«. «76-»W. 


in 
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If It's "Usable" Put It Back Into "Use" With A Want Ad 


You'll b« surprised how much 
money peopla will willingly 
pay for articles you no/long- 
er use. Dial 421-7349'. Ad- 
vertiss today, pay tomorrow! 


SMALL TALK 
by Symi 


P^SEeSSB* 


•*H>o you splrrt yniir luis- 
band's clotliois .1M 


Articles For SA|» 
20 


Kr.SMnKE' Cv. la-r.-O-ru- \*a«.!inr 
'.ji.Miro.l-. 0 HJtrnr l''iM>. iomj»1«.., 
-as is S1.'». 
Vliinio 4'1\ is'-'li. 


- OUTSTANDING VALUES 


...Reconditioned nncl guaran- 


teed used television, rcfi'ig- 
eratorp, 
ranges, 
washers. 


ICasy Term.1;. 


BIXLKK'S 


033 Main Street 


• HAhliiS .TV. <Li>li\v •rMi^rs-. fn.n- 
rrs 
trPC-sfTf., any mnji>r anuli- 


jnu-p. <5K Hrnl 
«>1 tior TiinVc 
vs Tup 


1on*,r1Mp. 


ItUt'T.lXKP., 
V.»'L', ?i:!0 
11-^.1 3 


HIM. 
Six. A. C. Milk-r. Knrnh nr,-. 


•r.'i-ssw 


SMT of An.oricMii.i Km-vo1.i|>< -li.i. 
4 nii-dirjil iKHrks. liiiwkcilt-0. 5I-*>0. 
rii, 717-snT-unst. 


STEINHAUER'S 


OfTicn KiirM'li" * l>|1ii|imnit 
"Kitfuor 
1 uivmorv "f 
1 Seller 


Mortbandise" 


710 Main, StliK. 
4*21-4430 


STtJUM SHKETINC, filxTKlnss 
11:1 tii-ls. tifl-i mill It. vs. 
Monroe 


rinsl'ifS. 1121 IHvlit-r ATI-. 


ST011Y & Clnrk all now or^m, 
prnthn'ors ot orfrnns since lit»S. 
none liki> it. 
Cmnp in mid 
RPP 


it, 11 Ki v it. 
Sliamp's Piano an d 
lirrnn. «7 N Oth 


34 YRS. EXPERIENCE 


Our 34 years of business lias 
been possible onlv \vith QUAL- 
ITY, 
.SERVICE. PRICE with 


t h e TP.SU I Is equal to a pat i s - 
fried customer. Won't you join 
the select group? Call M. F. 
Weiss today. 


M. F. WEISS. INC. 


Brodheadsville 902-4103 


2 
ANTIQUB 
*oltrt 
mnhojranr 


matching 
hsndcnrvpd 
Or op leaf 


dining room (allies. Will 
srll 


cnparatrlr. Knrli tamp seat* S. 
T*hte psrls incluelfd. Also fi rush 
bottom chalrK. Tti. 4'JJ -So'Jl . 


Rifles — Shotguns — Revolvers 


We Buy & Sell 


lOCi Down — E-Z Terms 
New & U^ed Equipment 


508 Main St. 
421-4751- 


Used WurliUer Organ $605 


40" Used Console Piano 


SLEEP'S PIANO & ORGAN 


2-15 
Wash. St., E. Stbg. 
Phone 421-4770 


WALNI'T lihiarr Ublp. 2 livini? 
rnom rhnirs, wine find grpon. 
•121-ftnM. 


WHALB 
oT 
Clpnranco 
Sale. 


\Vonmn 'B Stioc?, 
$•_> jir. 
Values 


tn S.ti5. 
Pe.vmour Kliocs. 


chair*, formica top. ?30. 
Liial 


421-S7PL 


Coal, Oil and Firewood 2? 


A. M. ,t j. r it UK G EH Tmct- 
liip. Coal by the ton or line-. 
J'ickup 
l>ac 
coal 
at 
Tterger'» 


Gulf. 
«1-4312 or ^1-4GS3 


Bldg. Supplies, Paints 30 


All IT IIP* at MRBonrr Supplies. 
Kock'Lath, Plastrr. Lime, White 
Pand, Cement. Brick. Cut Stones. 
CttA. W. ZACHARIAS 


421-1040 


4M Chest-mit. 
R SrroudFlnirjr 


ni;llE 
RldRe Unnlier. 
[SMIm- 


tmvri. N J 
2(t I -362^693 
MiH- 


iro rk, 
K TCP estimates, 


Coilinc lil?s. 13c 
VorniLca. Goc SQ. 
ft. 


HiRhwuy I-uiiil.rr, 4^1-SSV*. 


MRT/GKH'S MAr.KKT & 


UUILDIN'O SUI'1'I-IHS 


Brick - I.Hrubfr - Ilootine 


-TUMite 611. TannersTille -J2]-")7n 


NOWS Tli* Time T,> 
Kor>nlr! 
I. mnl, IT - r.onfint; - Insiilnti'in - 
Musoiir.v .Su|i|>1Ecn. KaM Sirou-U- 


>\'n^h St.. K Stlitr. riiune 1-i- 
~.21'2 


I'AINT SI'lICIAl.S! 
I'llKCIi A: 


IH'.irK. *'_'.S'i t-.nl LATKN WA1.I. 
I'ATNT «. Ill ir;il. 
Miller's 1'aint 


I'OCOXOS 
tieaOfiuartiira 
tor 


lunilfer. 
milhrork. 
plywood, 


hard wood, i>nlnt, irlass it 
mn- 


Minrv &uiip!Ies, 
R 
C 
Crnnior 


r.uiulir-r Co., ICflSL Stroudslnirir. 
^'Jl-01^1 
Poronu Summit. Port- 


land, tt'tjn] Gap 


^TKl-;i, FURNACi:R. rndi Rtors 
7uk LumlJtr & lir-motUlDn Co.. 
[II Iff. I'.clvLdrrP. N ,1 
4i:»-4t32 


3 r-C. ITATII riLTl'lTS. 


Your fli-jirp i.r '-(iJurs. 


CoiniiJcte M-illi irim, S1L-9. 
-si: A us 


\VHr;t:i>IN(J 
corrueatcd 
pip". 


Sues 6 luch to 6 feet 
Prli-ps 


from &Sc pt-r font ft up. 
VAN' 


I>. YK'I'TKH. ]Loui8 4d-'. Mnr- 
fihalla Creot 
1'liottc 4'_M-2,S3l. 


Decoraiing Supplies 30 


r,«»KTY l-iK. Inn fr 
s"'l )^ 
III" rarnct 
rh-jiurr) 
\\illi 
llhir- 


l.UBlrr. l!r>nt Kloi-irir- MirDiiimnvr 
51. 
I'OCUXH I'AINT ri' 


Snow Removal Equipment 3 


I'OUJt 
no-l oilier. ttccUrrl 
itftiis 


am jfoorl in trndc on Aric-nR ISiiii- 
Tliro, World's Hrst. Will lloiinte 
l»«lmicf>. Nc-vJl'rt Cy !•[<•, -il'l -LI."):). 
2:;i 
J'urk. Kthtf. 
Will a.-ijn.i.- 
fefrate, 
' 


Farm Equipment 
; 


ill NK\V l'lr:i manure t|irpfl<l»<r; 
Uj Now HutlniKj like n-vr msn- 
urn tj.rfad'T in c-\rfllcin t^ri<Ji- 
\i\ta : J'«i'«-c trft] 
tni\f-r. 


MtLLLJI -OMVK/l 


r.rodlirarlsvilk. 
J'|ion« Ml1 li>^ 


4 1 ) L'SKIJ A)lis-<;iiahjiera InfJufc- 
t7lal Tractor. loader. A: bat'klioe 
— tike new 13000. Also I.'HCI! J-V.nl 
Tractor wltli load or fliVi. I'hfil 
Ford, 
anil 
PertfiiHOii 
trnrtr.rK, 


•«>Vi>ral 
u«-il 
4-whivl 
KAnliTi 


tr*i'itJM, 
hr.urt'MmvtT^, 
« hik!n 


flaw.*, 
ritWNiJMiM'rrii. 
Itsiv Hurl - 
In. HUM k SLJIB, ]!. I). :[. \: .sthif. 
ln^liai»iiik UUU. 
I'hone 4JL- 


D 


" 


r " / 
-. 


"' ir-~ 
^S 


v 


i -•;*.:..> i. 


"N'n . . . I just picli liil 
|>ocUrts." 


Farm Equipment 
35 


AT.I.1S Cli,,[mcrs 
UrnOouartrrs 


Kres-gfs yarin A Industrial Sar- 
vii'f 
I1, h 0. Sl'.c 
W-J 1IS6 


Livestock & Supplies 36 


.|iuirtr.rli..r.-c' n.m- :li, 1 liiki' ilf- 
hvi-ry 
hi Mirins. 
Time 
|.av- 
i 
H* I'll. 1-JM.IilT. 


i\vn si:i:n nini.s 
run S.M.K 
rji-tri^;. 


Pets & Pat Supplies 
33 


irnhiliiii an.] i-llhiiliiu-. 
11 
11 ", 
I:. Slim. lil-;ilj.-. ,r .|?1.S'JIS. 
I:XCM.I.I:XT lino noAiinixo 


A.la llw.!,T-s Ki'lini.ls 


1 I I.L Kr.-d C.rinjui i<liO]ilifrd, 
0 ni.i 
malr. 
S:;:i tis-.il. 


Ui-.Miilll; 
_K,.i 
|S 
Clu.li'1. 


hitnl'niiil \v.,rin'.',l. "l'2\- lo;'|!!'K "' 


Mnr,li.nlK Crwk KonnclE 


llniirOniK. UriiiiiniiiK. Clh'|.mg 


No\t to >E1. MHjii.r 13..K Coiirsa 
I'liiirii' J'_ll ll-l 


1 
lil.KS. mil 
-r 1,1,0 :il AKIM 
I'lll.lili'i ri'iiclr niiw. a|,ri.-..|. ,in- 
I'ni i silivr. 1,1,-ivl,. wliiti'. J.iii- 
nir liuiuii-l.«. .Ml. 1-ucuuu. 
MU- 


51'Jllo. 


Also fci'ilcri TrnOrrs. i-ij Wli'si.' 
^t . ]:. ^Ilii; 
liinl 4-:i :a.1:! 


« ii.n Him i\C(] -jr, n,,.. S-MO. 
Sniitlon^r srcils ,"i H,F.. J;| 
Snot 


Cakvs sml Liinl 
focOcrs. 
.liui 


IVinficM'j, Lu Bartuubville. 
4^1- 
6ni'i>. 


Auction Sales 
39 


Kill HAY XIUHTS AT 7 


>[plv]ii HartiC'll's Auction Hnu^p. 
.lust oulsiilo liiiiifjor l!uro l.ini- 
ils im Hanger- IELi'tun..Hid KoaO. 
I'ollcnv signs fnim s,i. ismij-ur 
ktuiiliKlit. 
I'nlili.. Salp i.t lii-u- 


JiuJ us,.d ItruiM. \V|. hill mill 
M'll auH(|U..^. 
.-.jiui.lelc tiuii?,-- 
liulds ur *pll 
<JN 
(...tiuniMtai, 
]'li.jii|. ISaiiKiir r,sl-r,^JL. M.-lvin 
llaruoll. Aiu-iif.h.vr. 


PUBLIC SALE 


of 


Welding and Body Supplies 


Known As 


Yoder's Welding Shop 


I'.i uiiln fn.ui luiui!,,!-. I'll, on 
Hie liaiiKiir-ltii'l.r.hiii'l Kind n«.»t 
!•. J;u-kli>li U Ciittiiiiunity L'tMikT 


Sat., Feb. 8. 1964 


At 10:30 A.M. 


Tlip rolluwiut; lu will llliO ti.MC 
Tnirk 
>villi tuur 
s^pcil Iraiis- 


iui>bi«ii 
LSI rlas* v»iiiililiiMi, I^IK) 


sand 
till filler ntul Iriiil- 


CT, driil tiros.-, clrill i,n>ss vise. 
.s""lV/li'«r|"'ri!rak,r''","i,ali 'iat'lfi* 
miall 
.^c^p^v latlie, lain'e latin! 


(5 ft. i, -liter, 
^0 
iuiti 
ivsiti^ 


C'liupkil.; 
\villi 
iiKittir 
auiL 


li,ul.>. 
lirorl.liit; 
in. i, Inn,. 
am 


l.iulF. nir HJUHTViser ^ ^ ^ ^ l l 1* H.l'. 
niolur. l.mn.lii |,urtaM^ Holding 
inin-liilH- Mitli ,-:ilil,. 1 »C current, 
ISO Aru|i. .Mill-T tvrlil.-r i-i>iii|il|.||., 
-I'MJ I'kli Hfliaiv AC ^ tlC iu- 
(•luiliiiic M) nui|-. 
torrk 
walcr 


c'i,«Jt<il suit !,''.!> uniii t.iurohi nir 


u.L. ni'linin ;iKI amp t|.,,t 


Kim. .f lipni'ii vises, 71-j Jl. 1'. 


iiii>iiiil.",r .MI nil, her. llnssrielil 
ir.,:i worker willi dies M-rnllil 
nnd InilMu^rr, 1 rlutiii liln.'k*. 
-1 
tr.illiu.-. 
1 rrtiiic 
0 uiodino 


la^ilcr.s. .-iiivil, -J air i.iol liurn- 
iinr 
l-ivrlu's. 
12 ^aiiijp pici-lric 


jiyrlable blit'ars and Ifi jjause 
Kalii'r f:\w 
Z Ulai-k and I'evk.-r 


liolo sa«6, lllarl; and Uncfccr ]j 
.111,1 ,VS InHi »l..vtrl.. ilrills, '-J 
Itlni-k nml 11,'rk.T snn.lrr trrinil- 
er.-. r, in 
HliHk 
ami 
Hovki-r 


[••irial.le ^rinil..r. .\lilti-r -_'^u SL,,,I 
vvolilfr 
N hi. hfnvv 
durv 
fikill 


F.I\V, 1 -'II l.in lil.irk lialk iinrta 
Iiuiver, T ton ram jiorlo in.-spr 
and 
|>imi|>. ^'1 in. hravv ilutr 


»ni'kf-T 
>vi. 
nuts. li,,lls.' linnil 


l,,.ils of nil kinds, n-nlrs. W\t 
Mirk 
1aMi> f,n .•aslt-rs. flnoros. 


i-nnl liK'ils. l:iiik, -|irar sun. M 
It. s],ravi-r In..,, and ^ ci.l. v.iu. 
laiiu'r. :;<> D. aLiiniiiiuui TlriL* ix.li.. 
addini; inai liin... i-li.^-k 
writrr, 


ti'ii-i'le.^ lyi'iMvrirer, Uo^k, ,-ati- 
inpls. 
uiativ 
fri.nl 
nnd 
manv 


niiiiirrnns items in.t nivutiout.', . 
I'unns. fast,. 


Wit. 1. 1AM vn[i|:r. <n\ uer 


MKf.Vl.V II.Mnv.KI.I,. 


.M,,-lii.lll"-T 
fllAXM.lX PILIIVKi: CI.AUK 


PUBLIC SALE REGISTER 


FKl:. s. Sat.. 7 p.m.. Itrir. Sa . 
nil.- s.^lc nl Knbrris.in's Ani'ti'iu 
Mirk.'!, .\>»ln. 
]';{ 
nss.,rtin<.|it 


i,( 
ti.ids. 
Ts.-d 
M.-r-'liandi,.', 


riirnilur.'. fn-1, proiliK'p. ii.i-nt, 
eL'|5>. llnlllinir ni,-\v s,.lnl< sliL-tlt- 
Iv i,s,.|]| f,,r n,,. ,,|,M|,, ruuiilv. 
S 
,. au1i 
s. .\.^,.lii,,.s Kifls. 


sutilior nv.-iif:tl.!.. al '••ill.-^.-.sloii. 
Turn ,jff 111. '-'tn in K.-iota ouKi 
r;uup Akllin ttil. I'rm-,-><l fc«' 
JnilPs li> t'i'tk 1 
.-.- ,.u Ihn rl(Hil 
willi 
M-liU,' Aii.-ii.ni 
Itarn, 
f. 
l:<il,orls,,ii. An,.|. 


Female Help Wanted 40 


I:XTKA 5<| 


ADM LT TAST 


nlic'u yr.ii arc an Ainu IJonro- 
s(iu;iii»'.. 
1'ren 
Irftiniriv' 
anil 


• •lirni iiL ^tr-nulslnirtr.' F.. Strouds- 
liur^', 
I'nraUise Towiisllip anil 


.nniiv 
riTlior siirroiitLdhik; nreas. 


I.l-X'T (III \VT1ITI-: TOIIAYil 


Mrs. Unlh IV.iiclKTlv 


Ktar r.ontp. .liru TlKirrir-. Pn 


S----, 
IN 
I'AMIHS 
lillANliK 
I'I:KI: ir vn>i run si »k. sin.ii- 
l.y.innil ,'lnli fur 
f,-iv 
frii-n. s. 


K,-ii.l f,T d.lail. and frrp r.1'1 


UiVMbrVluV;' I'lin, l'',.',,!",!-^' '. 
l.yiil.nnili. X. V. 


W.MTlrKSS avor :l. oMirrlciHTil. 
r..,la\' >vepk. 
l^- ]ioiirs. niiifcirtn 


mitrdicii 
Ar.plv In ]n'rsr,ii. 
1 1< 


ll.-idi'lli.-rtr. Ii1. t;il. Swjfiwnter. 
WAITI:I:KK WAXTI:I>. Ari~i~ 
SlIXNV ACItKK nixmt 1! II 1. 
I'jin.i.ii'siiritt:. x. .1 


\VtlMAX l.,r ivu.T.Tl ^,.rk. l.lvf 


t'lin ••Itil.. tiin,.".',ff. r.-sS Xt'-,3. or 
II. ,1 I-.'. Kuslikill. 


Male Help Wanted 
4 


AI.TOJItlllll.i; mrrlnui,- Imuir- 
i]inl,Mv. lot, nat'f-s nn,l hcnrfltH. 
pxpprjfncp 
norf's-Miry. 
Itculr 


KKM.MA.V: must 
l,c- over IS.. 
rWiTi.juv* r,r,n|r,,,l. jvnn Slr.ni 1 


nisinv Asnin: ~ i:ni)\t AMI 


Jl'IAIiJi. ..\f.]'|,lL 
Hl'.S.XV 


AI'IIKS 1HNKH, H. 11. 1, 
J'lJILl.U'SIlUBG. N. J. 


Mile Help Wanted 
41 


UlL'AI, .-oncerii has oiK'tihn; fnr 
» rclfaldr man fur inside \v,n k 
and delin-ry. 
Kialp a.'.-, refer - 


onl llox IM. 


N AX 
for 
warelionse work ati,L 
i elivery. 
steady 
enir-lnyiiiriu. 


vuoil rpforPiues rfiuired, 
lli\e 


nit partii-utsrs 1,1 Imily Itecord 
Irix loS. 


MAX 
WAXTKI»: lirt 19111 off I.I 


a Kood filnrt. Riniplv Knwloi^li 
rrnillU'ts 
tn 
einiMiiiiCTK 
in 
!•:. 


Monron nr X. K. Xortliniupl.iu 
Co. 
Mnnv earn Sl^ri iivr \vppk. 


Part 
time 
eonsiilpred. 
\Vrilp 


Itawlficli 
l)ppt., 
rAA-33l)-lir,l>, 


CKpstPr. Pn. 


UNI-: rpsponsllilp alni lumps) per- 
son wlin wi.ut.l like a si,.n,lr 
j.di. Mnderare w~.klv iniv. rl-.lnv 
wrol;. AiMily KlPol r»ln\ Cerporrt- 
tiini, 10 a.m. sharp, plo Xurtli- 
auiliton S T . Kaston. T'a. 


I'aintfr for rear 'rnund 


wurt In'resnn. 


KrrsKovillr1 IvM-UUfl 


SIlilYlCU salceuvan and driver. 
Panivae Intik 
Call for atipl 


t;i-3,s.-ifl R to B a m only 


Male & Female Help 42 


i;i:iifi-:itv si'rniK C'[.I:UK 
I\H 
., l.ake i\\G 111 H 
"r IHiMT.H 


MA] M Si IN 
SI 
Iris 
s,,v,.rli| 
iiii:. for iAporionco,l svninf 
iiKi.l.i 
,-rali.rs. Sl.'adv v.ar 
r.i 
1 Ivors-. Meal \vi.rkiinr >-<.n- 
dili.nis. liireui l\;. rines or fringe. 


Ml-KHATE Wnllilns llealerslnp 
lu Monroe County. ;17.'i ]ir, Millets 
f.,r 
w.iiiioii. 
1 
10. farm. 
ere. 


Vrry »lil 1'ouilMii.v. c«"<l sell,'?-. 
Xn 
lines! ini'Ut. 
Tar 
or 
lielit 


1nn-k iie.i-siirx. l-'nr infonualloii 
write Wnlkiiis rroduns. 3|! Lake 
St.. 
IUvftro. X. V. 


Jobs Wanted — Female 
43 


1:i:I.[AKI.t: ynmie Birl de.iros 
linhysillinir, full ..r nan lime. 
I.ivp in nr out. 
41:1. olKil. 


Jobs Wanted — Male 
44 


n\i'i:mi-xci:ti I'.ux'i-iii:. 
Keasonnlito. 
luli-rlnr 
nml 


evtrrinr. 
-^l-ol^L, 


ATT11ACTIVK 011^ lipilronui mil.. 
Meal for 
1 i.r •' ite..|,le. I'll. 


Mt. Pueouo SS9.I>i;i after r, p.m. 


KITl'lir.NKTTK. lipdrooin-lii-ini; 
ronm eeniliiiution. halll. all fur- 
nished pyi-epl Hn-lrlr. 
Imi. .^,> 


MT. romNO— ninrlcrn ,1 tonm« 
kili'lipnrtle. Snitaldo. for siiifle 
run 111!-. Itcal. not water iimiish- 
0,1. ltea*oiiat,lp. 
M«.7'J.'5U 


MT. I'OCONO: ^-l.edroom H|,I.. 
npn-lv dpeoratetl. 
nil lient. rea- 


KonrtMp. 
Also 
oftieieurv 
apt. 


S31I -BS22. 


l.ntli Turn. a|>l. 
Hoot nnd hiit 


«-ator. 
AUults oillv. 
Inn. 
W(J 


Reull SI. 


A l:tJIIMS. lintli hp.it 
hot \vah-r 


slid eookinc p:!is riirnisliL-d. luo. 
Ill 
KhiR SI.. K. Klliir. 


Apts.. Unfurnished 
51 


APT. 
Full SINOI.K MAN. 


HKXT VK1ST KKASOXA1II.E. 


Call 4'Jl-61ol 


.1 ItltllillT rnr.ms. hpat ami tiot 
>valer 8il]ipliei). -r*l -Illit'J. 


(jiiorxn ri.ooii AIT. 


l.KXAI'K Al'TS 
I'll -rji-iksio 


MAIN ST. 1st floor X mum* ami 
bath, lipat. hoi wnler. Kn«. trnsti 
r 
oval, ampin inirkiou in. linlril. 


S7o. rt'siioiisihlc i>arly only. 
4J1- 


73S 
MAIN. 
n-rooni 
»nt.. 
3rd 


floor front. 
Call 421-7214. 


TAXXKUKV1U.K: 4 room npt. 
anil liatli. heat 
hot \yaler and 
nfri iterator (.upidiiiil. Jtt. 
OIL, 
I'll. 4-'l-l-JI3. 


THO.MAS St. 
Modorn .1 mom 


apt., lipnt. tiot water, rpfrUornlix 
furnislicd. Adults. I'll. .|'J1-1>-JS!>. 


.1 AXIJ 5 ItllO-M Al'TS. 
1)11. 


IIKATKM. l.XQ. R1LVE11MA.VS 
STOJ11';, IS \VAKH., !•:. XT15C. 


Houses For Rent 
52 


AVAlLAlll.i; Kvli. 
1.1. 4 room 
Iniiipshiw, hath Hlflo i.anp l.ane 
Avp.. jiPar Str.iml Shopping <'rn- 


4IW. 


K. STIKJ. : 3 luMlroeinls. iin s heat 
ranee, liliml.,. larce yard, cla.ss 
eaplospd poreli. 
l^l-SWri. 


2 ItKliItllil.M lliiiigalor. oil I.eal ; 
parajre. 
1(1 miles 
(rotn 
SlliL-., 


-«:ill. 
!lf!2 Tstn afier 4 I'.M. 


Houses, Sale or Rent 52A 


r.-liri(,M lirick luint-aln-v nil I-Nit 
Town Hill. (Ill hoai. ;7j mo., or 
will .sell. 41M-7r,lo 


LAJ:UI.-. llKlil. con.rort.Hile room 
Hi's! 
to 
1,1111., 
privnl" 
lionie. 


Handy K. Kll.i:. l.iealioii fit- lit::, 


NifEi.Y FUH.viy 111:11 
CI;XTI:AI, LOCATHIX 
I.MJ. 7J3 JUIX110E. .STIlli. 


NIT Sleejiini: Ko-iro 


7--^» .Main si. y,,|, ]-|,,or 


Business Rentals 
58 


STATK l.lgUUU STIIltK 
INIJ. 


SII.VKHMAX'.S KTIIHU. 
B 
s. 


STOREROOM 550 MAIN 
ST., CENTER TOWN IO- 
C A T I O N. AVAILABLE 
M A R C H 
1st. PH. 421- 


5170. 


Office Space For Rent 
E8A 


MCi SAP.AH. ;t 5ioall ottlrc roniin 
1st 
Hour 
I'arkintf 
Other pro- 


fp.ssional tpnnnt*. 
42t-fi2.(W> 


SL'ITK UK 3 SMAt.I, OI'M'ICKS 


I.'IW 1SBXT. 
<'.1ll 421-01.',! 


Wanted To Rent 
60 


IIA11.V lillCiillu n-iiorler septs 
ilnriiniisl].'il 
|i,,,,se or 
apt. 
in 


il)1. fill hi and n'l'i'a'l'l ' h'on'- 1 '"d o t-" 
HIMI iniui l,p lnruli.linl ami rei:l 
UK riiorp than S*'4| 1.1 S7r, nmntJi 
Write Unll.v Keeord l:,u I.Vt. 


IIKPKXDAIH.K roiiplc dPslres 2 
or 3 talrnoi,/ 
house 1,, ir, m . 


radius of SILir. 
U'ril,. Kolll.v. 


Is 
M Motel. rinrlr.nsvllU. 


f.lMII.V 
,1,-Hlre* 
.! 
I.edrool 


1 
e iii I'orlhicMl 
I'a 
viriniiv 


liT Mnrrh 1. 
PI 
e N,7-'lisi>. ' 


Realtors 
61 


DALE H. LEARN, Realtor 
llonle 11KJ I'aratliie Tyl . K Sllijr 


HEBERLING REALTY CO. 
IS S. "tri St. StUjt. 
CI-KI30 


WALTER H. DREHER, Realtor 


Ml Main RI 
Phone 4?l-fll41 


BROKERS 
61-A 


1.. 
M. 
1IAMSKV 


'1'OJJl Manlev. Kllegiuia 
Dill 421-2S40 


\vli€» ron do it 


SERVICE DIRECTORY 


Can't do it yourself? 
Check below to find "who can do it" 


ANTENNA SER/ICE 


INSTALLATIONS. n-|.:llrs, Iran- 


I'ari K. CinifnlinviT. lil-Si'iT. 


Storm 
Pnuince 
TV 
Antenna T 


Theme 4V1-2^6| 


^if^nrne TV Anrrnim Srrvlcp 


BANKING SERVICES 


Enures* l i r i v e T n Whnltiw 


ArLinuic.ii 
Itrnnr-Ti 


Thf> FLr«t StrninlHlMirE 


Nntlonnl 
Einnk 


BARBERS 


HAIi;('i:'J'S in ni 
li>1m<>r.t 
K 


"TurU" 
ll.-ilin. 
\'<-''.l 
\lriin 
St 


StnunlsliMrsj: 
l»i;il H'l -S| n 


BUILDERS AND MASONS 


ACTUALLY vtm'H «nv« vvh.-u we 


ui-li f-ouiplel" iilins and spi-iir^ 
cat inns 
llnrvcv II iiffiLinn 
Mnr- 


slinlls t'n-oV; 
i?t tf^'.tt 


Additions, fiiriifii! rv 
E:pnii»<lflhip 


IK-\V III, UK'S 


TtkM PU1M.IPS 


ADIMTHJXf-.. carprnrrv 
riMitiiiR 
fciiii'iil 
work 
A 
in'w lioincs 


Kivhiir 1 Uaum. 1^1 1U71 


Ui;iL|)IN('r CilX'nSAt.'TnltS 
XLW HI I_MI:S 


C'ariJCUlry -Mns-mrv— .\ll"r»tiinia 


Ui;i'V Al'till 


ll^-li'-'^S 


n:u ru.. INC. 
i:ri i.ni;i:H 


«'«" 
'-i.-,;l. LinhKlrul. CcsiiliTi- 


t i n ] 
i ijai I-.M .:ir,,-<i 


E. W. GROSS & SONS 


Custom II..II.PS. ih'RlKtifd A 
Itiilll 


MI roemm sao nmi 


HARRY HOUCK 


Carp*-nfnr. r.iiiMiui: Oml r.irr>>r 


it. 
L « . -'. sti.L-. 
•tJi-Ms:! 


F1CANK MAS't'KN - HUH. ['Kit 


CUbFuin 
1 tunica 
[leniud.'IniK 


n[id i;c>iiair!ntf 


Co lu in Ida. 
N' 
,1 
'J01 — l!lfi ^L'S'i 


(irncral lUdi* Cmiinictur. Alter- 
ntiwus. Kil a. Ktli« !)W-IU37 


LKKUY It 
SM1TEJ. CUNT 


New 
HuniL-h 
• 
KeinodelLiiR 


Uuuso Mtiviim 
-UJI-IIM11 


MAH.SJJALJ;, 
Rt-liicr 
&. 
Sun. 
ItuilditiK 
CnttCnmtur. 
tfvtwrn, 


i-ai-|ii'iilry ,>bS-ulA)lJ or -1^1 t>SU 


CARPET SERVICES 


i'i;i;i; TH is 
MCIXTJI — ihe 


.-IvainiiL.' of 
vuiir 
fiivurilu un- 


]iMliU'n'«L i-listir ivlini wi- c!«*;m 
your wall-i,i-t\ii1l 
<-;iriiuU 
Call 


Hlir:u-l«;iu i\l -IVl-ISI^W. 


Ailiims i'li"mi.r> nlsion- Its orU- 


ELECTRICAL REPAIRS 


IJL> itAUN I-:LI;C CUXTHACTING 
Aliitl Kime'.s LJcLMric KJuui- l''Ii- 
lurt's. Uuiiiiir cmiUoor l-i^luinjj 
7 N. fltli St.. HtliK. 
-!^l-liHI;l 


Kleclrical (,'oiHrai:lUiff 
LiKhtiiiK— lli-tu— I'uwvr 
HI Centre St., K HIIic. 
^•J^"H10 


ELECTRICAL REPAIRS 


AM, TVI'BS OF 


ELECTRIC MOTOR REPAIR 
.S1rom!sl>nrK K|w. .Motor Hcrrlce 
12 N fill St. Stlic1 
Kl-SHm 


EUUAIi WILLIAMS KI.KCTIIIC 


Motor 
l!e|>R!r. rccwiiniing 


Tuiuiersville 
IMmne ^MiTfrt 


WILKINS ELECTRIC 


•Tor Al] Vfiur Kle«-trk-al Needs- 


Service To Homus. Holels. 
Camps. Tanito Rd. 421-1464 


EXCAVATING 


K M ' A V A T I NC 
Cra'hni:. 
Cnn- 


ra.-lur linllil.r/c, SJin'ol 'I'flli'V- 
ini: 
l.i:n\ K::li'i;u I'll 
l'c>- 


•mm l.nk>- Mil '-'ira 


EXCAVATION 


Star Route, I::, Stlig. 4:M-3041 


FURNITURE WORK 


Ki: l:NJ'l't:itiO 
itKS'j'tjJtKU 


AN'I'ICjri-: A N L i MuliKllN 
Kl.\\'f "Hi |- ISM 
IL'I -'1117 


FLOOR MAINTENANCE 


\\ . F 
All, 
i-t- 
S v r-. ,.A|ii-i'i- 


•iin: 
'-li';iiiin^, 
n :i\hi-; 
1linn-rt. 
,\,.ii SUi.l ua.v. rJI-STIIJ for i-M. 


GENERAL REPAIRS 


S A \ V S SIIA LM'KN 1 1 1 * All t \ 1 
II 
1. 
i.-unUir 
riri n!;ir, 
.\\- 


1 
i 
i 
v i 
1 
II ir 
1 
t i n 
s \ i n „ i i 
is 


PICTURE FRAMING 


I'LCTL]i;i-; frninliit: Ari bin. |. lies, 
c\i-rv ta-uU fur nrtlsis 51Ti M/ILD 
WALTI-:EI JAU;AN 
4'Ji-ii£i;i 


PLUMBING & HEATING 


CAI,1> tis JUT J-ulir lintuc UeatiiiK 
nnJ pi 1 1 in Ul m: rc|>;dr.s 
tliirvcy 


Hnirintm. Marslialls i:rp»»t. 
4U1- 


Ill'iMt. 


I^M!-:KtJ i:\CT 
uluiiiijitL« 
anil 


titvilin^ scivicc 
<Jull 
4'J1-J Kil 


H Km* & Hmis. In,-.. TnuLic KJ 


11. C. AttClllUALlt CU 


ft'iiiklur 
].»w I'm**, liiiniura. 


•iW Mnin. Ul-'iltjiJ 


NUW IS ttic tllur lu iiialal) « 
[li'llik'liL-in 
IJyniUluiriii 
liuilcr. 


]'IM\ 
KIX-J-J,^, Jr., Hculnni. 4^1- 


li(.»!7 
17 vfsira cxjiuriuiK-e 


J'l.ANMNt: .1 Miring ^..liliiij:'; 
Oiil.-r your :iiiin)iiri,-fHM-iilN an,i 
invihiliuiLx M, nv. \\ ,- li;iv,- nil :il- 
ir.-irllvv M>lvrl]<m -if stvl.-. Sim 
l.itlni 1'iint, 
(in-.. IW X. Cuuri- 


iLUIll 
K t , . I'! 
Sllr^'. 


SuiL.Hnl -l^l-li-ri") 


REFRIGERATION SERVICfc 


k,.-t\ lliM'inu[i Mi-ii'liari. 41) l.ucka- 
H-innia Avi!.. !•;. Kll»K 
4'J1-3:H6. 


REDECORATING 


this LiiiiUidt'.'J |>u1ut, i>aiJOrlian«- 
in« cluiK- roiiNoiiuljIv. 
11. \VL1 


li;nns. -l^l-jS^4 or L»W-4i!;ij. 


ROTOR SERVICE 


1. KT 
RII 
f\|itrt 
oiieii 
voiir 


rl(.y-'0il snvors ami drnin llnws. 
KUdruaLly 
.-loaiiril. All work 


fully L'nurantcorl Town it T'onn- 
Iry 
Motor 
Sorvlro. 
Krptf-cville 


lK1.3fin3. Mil riclil now! 


SKI.. RENTALS 


SCOTRUN SPORT SHOP 


"Also Icc-Fishinir Live Bait" 
Off Int. Ht 
60 "A P'oiv Ski 


Jinniis from C.ijnHhnrk" 421-1)519 


SNOW BLOWER REPAIR 


JACdKUN SNOW [!Lf)\VKRS 


S;il"s riinl All 
Mnkc f!r|ialr 


C! \\' Krhrinu A Sun (iff X Clh 


Kt.. A»v <;. Slroiidsliurc 


LMioiM? r.'l-fiUS^ 


SPECIAL SERVICES 


ALlVt:iETlKlN(J (,)r your serv- 
ice 
Special Yctirlv r«li> 
E-'re* 


iiFi.rnialion, inJviro A ATlivnrk 


rt:is!<tUi>:| 
Mlsplnv 
.V 
J«4>iiil-i1]H> 


Ulay 
Cmitnct: 
TtIK 
I»AM.Y 


IJI'Jt'Mltli tor 
ATHinhil merit 
Pb 


UUV— Srri — Kent 
or 
Trail c on 
WVl'o \\iint Ads 
Call 4U]-'JIOO 


In rl:ii-f! voiir acl 


LIOMCAS — Ki-rvko. ilculers ,t 
A|»i'liiLliLTS U Wine 1'hunu 
421- 


DI;I>; 


il. unll.Ts rl,-:ini.il. 
lli'US.iniLl.lt-. 
s 


^A\V 
I'ltJNd 
A 
other 
tuoli 


t.1 
riHMit-il 
U'ontlv's 
E-'ii-H 
74 


t rlli! St 
F 
Sthv 
41!I-SUM> 


'(' H K K 3 
— irliiinicil. invited, 


nunnJrd. tnkcn di>ivu fc slump* 
rciiiin.-il 
1'iTft 
(?stijjialPR 
I'll 


1^1-iMll 
C tf. r.u&li 
tV KUIIB 


TAILORING 


Dry L'lcaiiinir forukalg for Hire 
KU-k Kalcuue. 31 N. fitli at. Stl.r 


TAX SERVICE 


l.NCJOMK TAX 
KKTCKNtl 
I'ri-imiL-a i>nnn|iily mill .it n-a- 


itl 
1LJI (kS,',». 


TELEVISION SERVICE 


All Makes! 
J)av nr JBvcs. 
• 
SL; i:\icj-; CHAKUI-: 
¥u,oo 


• AM IE KM A IKS c;i'AitAXTi;i;n 
• ANTKNXA 1XSTALLATIOXS 


HARRY M. ANDREW 


Itpusouiit.le. ctficiont. -llM-am 


WATCH REPAIR 


WALK BIl 


WATCHMAKER 


lu'^9 N. 5lh St.. Stroinlsbuce. P*. 


Look l'-ar Sign 


WELL DRILLING 


MEL Jb'KHH 
It D. i. Stlig. 
Houte 209 


I']]L>uc U!KMr.£ or (^2-44)04 


TUMSIO WKL1. UHILMNO 


Wind Uap K. D. 1. P». 


Pea Amyl 
B03-&XU 


Want to Run An Ad 
We'll Do It! 
Dial 421-7349. 
Advertise now, pay later! 


Houses For Sale 
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I;I:I,LAM;I: 
wiin« 
c«d!vr 
I«K 


railing 
\viir 
'r< in ml or ^LIIIUIHT 


fxtm. 
•t:fi''i;i:i7lll'll!!«."uT <m\er 


Frank J. Youujr. Hnlldcc 


• ,'ii.iliiv MnilL li.,1-.!,-, 


i"niLiik-\voniL 
At-ri'N 


l.N'rtJUKSTKIt in a U..LI.O? 
\\'o 


a'v.-lilar.h' rin "ihp ''i'orumlL'11 r'aU 
fur Cnrlh-r il-dils. 


NATHAN Ani^r.lU'l' 


NEW HOMES 
$13,900 & UP 


Very I.o\v Duwn Pa\'nK-ut 


VITO CONST. CO. 


Phone -rjl-7;)GI 


JEAXU\'I:I: ]IO>EI:S cn]:i'. oiu'n 


lr.iih,i-r- Mo,]u-nl LVnliT 
Itt'llilc. 


linit. 1'n 


Xi:\>' 
COLONIAL. 
LVj 
sli»ry 


nnrl lurli 
|>l [Loor 
J :Mji]itiimM 


lii-dnn.ins ail'! Imlli MIII 1« fin- 
Isl.pil mi Lln.l flii.ir 
llur ivnlcT 
llt'^l. 
iv.-ili 
flo.ir.-. 
«Tr:lli>ir 
(lie 


l>;illi. 
liiv 
u 
r 
lani|M'.i|ii'il 


Slnmil 
"1 DU rt^liid 5i:!..MXJ 
fall 


MIll.VIN 
A N ] > MARLi;*: 


I'nililiaL.' t'niitr^rli'rs 
Clis[»m limit 
Holm's 


Klrniiil.^l.lLrj. I'ii 


M:«' :i l:i.ilr.ii.in ran.-li.T svilli 
i::irai.'... 
11. -i. I, -lit ial 
[:. 
Slh^. 


Ui'.iilv 
1^1 i.f Mnr. h 
LOTl.S .1. 


MAN/.IK 
IL'1-HHil 


1',. S T I I K V 
C 
1 ; 
C.M!. i; r 
us 
:l,'i l.jll. 
':..! 
..r ;,.,!. L-:,r.l--. 


in l..i- 
n. 
1:..--, 
.,l. I.M.,'..| 


ni-ar l:r-,|.T. 
ITn.'.l |,,r inii.-li 


sal,. fj:,iai. 
K,.,.|,],.r 
- 
Man in 


]:. ill,. .:,.,, 
l,|. 
.,i.-,,ii.,ii 


nff.iri. l';i, I'll, I'ji :',;::s. 


3 ill'MiKiiilM KAM'irrU 


S'.- ii - Ttl r..-li.-\. 


S1I»..",IH|. 
(Vul 
I_M IMS. 


3 Bedrooms. Custom Built 


ironies — On Your Lol 


-Vi> Mnni'y 
|lr>w^! 


I'r.>in 
SOaOO (.'onii'locc! 


POCONO CONST RUCTION CO. 


M"iM II 
Stlllual.-i- l.akj 
I'li'.nc ^i-:»:v.:i nr ui-ini 


VII.I.Alii: l,v Hi.- lfr,.,,k"~.\™~~ 
II 
••: ILiiMl., !•:. >l.,r.r. He. 


I'rlnirMsp l:r..s 
I'JI ,1-; 


Farms & Land For Sale 66 


CASH FOR [.AND 


M.-lr 
1 
I,- 
,,u,i. 
ar,. 


.•alliiiK 
I..,- 
ai-jvanc' 
In/Ki: 
"f 


mnnll 
Writ 
• rail. 
TICK (II:I;AM/,ATIOX 
Ul X 
•-•.ii] si.. i:aMi,n 


_•:.:; <ilfrj 


A i l i r n Srrvii.- 11 Vic. 


Business Proporlies 
68 


MAI.V NT., n.-ar 
>.-! 
1. 
Cmii. 


niiTii.ik 
liiuliiiMK 
nirh :; apis, 


anfl M.irr. .*'J.^J i 
(lilr inr 
! 


nskliiK* ^•-II.(HK>. .Itilin Nn:.h IU-al 
Kstato. ]<n-!.K'«'vHh! (;S1 -4l)-'0. 


Out of Town Properties 69 


tiXK Ii. r,.nr ,i:r77ar.i"ls ,./" 
Mill.'. i:.innly or |irlval«. ninth. 
Liiirrxnuc Kir. Canacluniii. LJial 
WS-aao. Cre«co. I1*. 


Out of Town Properiies 69 


$r».iiiKi 


Ciiliin on T,.'.k,- >Vall,'ii|.:iiii);i< k, 
nil iiiiuk'ru t*;irililii'>. r-h'i'i^ Ul. 
1IUlilL'.'>, |, .;!-,. ,,f |:ni,l ,llll>- JUKI 


Uunl & Intlt.'r liirlmli'iL. Wril** 
r. 
K. Itiickincliiitii. It.l). \«. J, 
ll.ltll. I'M. 


Tl> ]!UY UK SKl.i, 


Pnrins. 
e>l:ilos;. 
:nul 
i:otiutry 


lioini-s in (ho Pnoimns. cmisiilr. 


(.i KO, H. I1 Ll : H I [. ! t lv A 1 ,TOH 


Kiui^-op. }'n.— r>,91-^l^ri 


Real Estate Wanted 
71 


SlI-L', .I-lm \:n.li' Hi-ill Ksl.-il,-, 
Kr-'sii^villt- I,S| . IIILU 


Ml 
COST 'III S.,1-1 
].1(.t 
TOUT 
li.niic (,r fiirni >\H1] trio I'cirmirt 
Mr 
IJpnltv Uoanl. 
Call 4*Jl-r.[l30 


I'lllVATK I.IJV.T u-f.shM to piir- 
«-linfo o i,. 1M -n -s nf wiMxlt-il 
lit.-l v.illi sli-i>:ini In ll.i> L'<K'.-IM< 
Ar,-;i u,-st i.f Slh(,-. Hi-jilv xl;it- 
JIIL- 
r-ri-v nnd 
l.nvx- 
i,> Onnlart 
I- ["ally K. -,-..i il KMT 4.'>l. 


WAN'lTlh : rimvl 
of 
irrminil 


Miiiliiiiini ,,'f liTji'.'-!-^. im'lVr Mai 


in-'-. 
hnw.-VL-r. 
will 
, i.n-i.l.-r 


Wialr .M/,'. 'l.n-al^.n'aml rvpo'.'.r 
tri niinij, iiili\- 
rl.ii 
vv,iii,li>il 
>>rr, 


^l.-i1«- InMd^t' vriiT 
Anv Ivtlvrs 
iviih,,ii| Mi*"-o- full tlPhdK will ro- 


\\rilo i'aily i:,-''i«r,l"lLM\ 'l,^'.' 


Business Opportunities 72 


I'<H'<1NOS 
T l 
Ir.Ml.TI, 
Ulnll-ls, 


II..M T 
h..,,.,.. 
i.nr,,.- 
n ..••,. 


I'uri.i 
>.|,o|t. 
n.'.n- 
iincV 
IlilK 


Iti.lrl. 1'n.Siik 
KiMihv, SaM.irs- 
liiir». !«!»:' [1 |u. 


Investment Opportunities 73 


4''r> KKTI'llN. STilh St-ri.-s c.p-n. 
('.iintn.iiixn'iilili 
]ll'l« 
A: 
T.uan 


Boats & Accessoriei 
76 


unit 
l:irui'>l 
iin'iiiln.-r 
of 
1.m 
-M.-rr" 
Jamil v 
HUM- .if 
Ken's 


Marin.-. 
Ht. 
i;i>n 
n-;tr 
Vnn 
U. 


VritiTN nr.ir .Miir.-hnlls Crprk. 
vii. I'Ji -;».%: ;a. 


Mobile Homes £ Parks 77 


SloUilf 
II 
es — Triii <il 'I'rallcri 


Uulk-evrmKl. N. J. 


)_ Imur drivo fri)iii KTrouiIsbur« 


$200. 
Down 


will p\iL you in Uii.s prr- 
ownrrl mobile ImiiK1. [1 lias 
H fiMjit, niul iTnt' lirrlrooiu, 
hnih vc'i'y HKuny, iji'initlr-ip 
li.Mli. wnj'k drsif;jircl kitchen 
wiih new rc/riRc-ralor, and 
new imint, 
KuMy rccojuli- 


tionctl us arc all our pro- 
owner! homos. This one will 
.so)! quick, nci 
NOW. 


CARI. & SIIIRIIY'S 


Marsh,! Ik Creel; 


MOBILE HOME SALES 


Mobile Homes & Parks 77 


IHM'I.AY of new 1DOI SXAKTA 
IHMV inn.'n 
Tor .vimr iiih|)^:[inn 


nl. VAX 
l>. YKTTKIl'S nil Hie 
M:W Itnuio am rn>in HID llirn- 
w:i>-. 
ONLY IJ.NK SA1,I-:S l.OT. 


l.ouk fur ttic niKii >vith VAX. 
I'll. -t!?I.-JS;ll. 


"PRICES SLASHED" 
AL WALKER INC. 


Largest Display In East 
ALL INVENTORY SALE 


FEBRUARY 


CLEARANCE 


GOOD RECONDITIONED 


MOBILE HOMES, COME and 
SEE, SHOP niul COMPARE. 


REDUCED TO: 


Mngnnlia 8.\J8 IBr. 
13.10. 


Colonial 8x28 IBr 
1200. 


Pnccmnkcr S.x32 IBr. 1650. 
Kri>|)t 8x« 2Br 
109^. 


Clitiinjiion 8x30 IBr 
1250, 


Elcnr S\30 IBf 
975. 


Froiilici- IOX'10 2Br. . .2flil5. 


Kl.-li- S\22 IDr 
!)50. 


Buddy 10.\50 2Br 3150. 
New Moon 10\-t!i 2Br. 2500. 
Colonial S\20 IBr 
075. 


Great Lake Sx-13 2Br. 2005. 
S|>nrt«netlc 8x30 IBr. IMS. 
Spnrlnn 8x43 IBr 
2005. 


Duo S.v!r> 2Bi- 1S50. 
Anderson 8x45 2Fir 
1095. 


Also New Travel Trailers. 
New Mobile Homes 10. 12 
anil 20 u-iile. Many makes <t 
models. Van D. Vctter, Nr. 
Mnr.slmlls Creek, Pn. Phone 
Strourlsburg 421-2S31 


Something 


New! 


964 12-Wide 


Mobile Homes 


Now Open For 
Your Inspection 


NEW MOON & ABC 


VAN D. YETTER 


3 milos east of Rf. 41 1 <hru- 
way on Rf. 209 south of 
Marshall Greet 
"121-2631 


ItKAUII Ili« Mirer joii wnnt. 
I'Ucd your n»»T BKOld Wlnt 
Ad BOV. 
121-TJO, 


Cart & Trucks For Sal* 79 


A. K. KROMH CIIKVHOI.KT 


N'ew & L'spil Cars 


Tlenair, BoOv WorV. Cllliort 


14i. KwSK«vllle GSl-yS3^ 


1800 
CHEVnOLKT "Inilulla" 2- 
Ixinr Jlardto]!. V-S will] Power- 
Kll<le 
traiistniEslon, 
radio 
and 


liealer. 
lasSCHKVnur.KT "IliscaTnp" t- 
Liour Kpil.in. 
V-K wilh Powor- 


Rllde 
tranmnissiion, radio auil 
licalcr. 


HARVEY G. DIETRICH 


CHEVROLET CO. 


Pen Arc >•] 
"0|ion Bres 'tH 9" 


PJione S03-ll«j 


]!>+>.'! 
CHKVV 
Irnpnla 
Snnrt 


Coujic, Standard V-«. 
SSS-l'L'Ul 


C t<i 0 p.m. 


cylinilor onglnfi \vltli standard 
trnnsniLsfiiun. A one- owner i-ftr. 
Clnly 
.<^3l) 
down. 
St roudstMirx 


li;uairo-, "['(intiai' 
Corner," 
N. 


Dili SI. 
l>ial 4:i-:.li-j. 


19:n] 
IJODGK 
4-iloor, 
U1.WJO 


miles. 1 owner, 
jirk-od 
Lelow 


wholesale. 4^1-32SO. 


JlWl I-'OKIJ «i Inn i>k-kii[>. Only 


FASTEST AUTO 


FINANCING IN THE 


POCONOS! 


Jusl ask your dcftJcr to call 
Monroe Security 
Cank & 


Trust Co., when you rlcckle 
on you r new or used ca r. 
Our no west, quick-service is 
geared fir.st in speed, sav- 
ings am| convenience. 
MONROE SECURITY BANK 


& TRUST CO. 


Stroudsburg-East Slrourisburg 
BrodticadRvlllc-MotintaLnhome 


Tanncrsvillc 


Phone 421-4224 


'i=! VIITMI ricrcrr* 
NI-:VII/H f:AT:.urK. 
J'AUK AVK.. STISC. 


1 1111 in.. in Sunlipnrr» 
Srilrs A KorTirc- 


TDU'NSTIN'n ^^r^'L'^lnS 


1101 \T 
ntli SI 
^(ronilsniirE 


Plinrif 
421 2.*.41 


IN'rCIIXA'I'KiXA], truck 
L-OJH, 


roinlUion. 1i.u> l.-.ik'.i-:.-. INM,.iKJ 


McCAMIJlEMKli; CMKVllOLCT 
Nou- .in.l -UK1 USIM! IMTS. (nicks. 
Cniiadi-insEx. I'll. Crc^:i> iWri-THl 


Nunnaii 
May's Aulu 


l,'n_'Htiiiir .Sprvh'c 
TI..iitc (ill. Bxvifuv;ilrr 
Mfl-tMie 
M9-071 1 


'Gl Ul'KI. 2'dfmr. excellent cor-- 
illtiun. T.? Triumpli Tll-3 con 
vcrlihlp 
Tiurki-r 
Chevrolet. 012 


Mnin y,t 
1'Iione 4LM-r^lK) 


.HHi:t Uamrili-r 
fh <-vllndpr l-ilour 


s. ilnti \vltli ,st:nul:ir<l iratismis- 
M<m. riulio, and lic-nlcr. 
S1S!I,'» 


VM',1 Clit-vroU'L "Ttniiiila1' Conver- 
lilile o-'7 
(.-ii. in. i: nci lie, with 


btaml:m) 
[unisiiiKssi'in. 
rniiii.- 
nnil liealer. $'2M:\. 
lOlJfl Clicvr(.lvL '"tirlAir" -l-ilnor 
scilnn. 
U:i<lii>. hcnlrr. 
IIMWIT- 


ulide InmsiiiissHni, [•iiwer-stcvr- 
ln»r. 51 HW 
1!WO l-'onl ".Sun liner" con vert i- 
,_, 


Hie. 
Kndic, liotHur. nml .lulwina- ' 


!!<• transmission. *i:«>3. 
IftfiO lIMi; iA Ton I'ic^ni) Truck 
with 
Alnsknn ..Cani]ier 
ljudv. 
*Mfij 
inr.!» Font "Gilnxie" 4-<loor siln. 
>\' i t Ii 
ford inn:i lie 
1 run sin L^iou, 


rniHo nml hpnlor. UOtW. 
li>rj« I'lvmoulli "Fnrv" Unrrllon 
Cfliilie with nntrmirttic Irnnsiins- 
dlr.-n, rndln. nn«l liwt^n *!»!i"v 
!!>7vS I'flrsr-Uc Converlililn Kr">rts. 
4 -Speed flour slufl 
-?1 10-') 
DltlTIlirn CIlKVJtOLKT 


CO., IXC.. 


r.nnpor. P^. 
l-^lfl-Ml -27£lfl 


JP.jO KlMC'A Klnlloti \Vapon, Inw 
•milna^v, rc.iitv <.. yn. 
I*f>. li'T- 


771^, Itorlicrl Ptissin^'cr, 1^1 l.t-c 
Ave 
Ktl>K 


SLATE BELT 8LJICK 


Oond Selection ft Kxcr.lent, 
T<!ilft-Motlnl Iliih-ks in Ktm-V. 


718 So- Main. Hangar, I'a. 


DLR| SSt-532;! 


1DG2 TEMPKST 


4-poor Station Wagon 


Automatic transmi.isson, ra- 
dio and heater. 


lflG2 RAMBLER 


"AMERICAN" 
4-Door Sedan 


6 
cylinder 
wilh 
E-Stick 


transmission and very low 
mileage. 


George S. Wagner 


154 Pontiac Sales & Service 


Mt. Pocono S39-9702 


"\ 
NKVT I'.jmouth.s ami Vali- 


fliits in s'ot'); nl Sflirllcr k Kil- 
rlirn, ll)i:. \>'. 
Mnin St. 
hn- 


mpil.ntc ilHircry. 
]»Enl 4'_'1-OHW, 


1,'SKIt JT-U-li ('niiiniini lUt-M'l 
ciiKino JijD.OO. -rJI-*JT7>i for apjit. 
Franklin 1.. \Y Minion*. 


YOUR NEW AUTHORIZED 
VOLKSWAGEN DEALER 


Accnjitinp onters for Inimeilinte 
delivery. Sti>p In now til our ticiv 
location, nlttrnate Rt BL1. 1 mi. 
north of .Stlij: 


WISS MOTOR COMPANY 


42-1- 1G90 


".mill f.o li>l*<) 
I'T "Wli.p CLIU 


|i« 1!" ir.jr a Minll foci, rcimlo 


Aufo Parts & Tires 
80 


UNICO Rcdi-Grip Snow tires. 
Lets the car go easily through 
mud and snow. Now priced 
from S 14.95. 


FulJy Guaranteed 


CANFIELD'S G.L.F. SERVICE 


313 Mnin St. 
'121-lS^I 


Automotive Service 
81 


I'a. 
Sfl7-C4M<; 
<:pnrr.il r.Mift1riinr. 


plus 
lio.ly 
nu.l fnuliT 
\vott 


Aulo niiinllni: art ln\v IIH ,«(!> plit^ 
Im 
VViM'kilnys S to 8. Snt. S to 


«. 
Sun. 11 to ir. 


B^ .R VnHEEL ALIGNMENT 
n^lanciuc. Cm fieivilr. Prlirln^'s 
30 N 
10th St 
hi.il r.'l-I^H 


FttKK niliator e\mt !»• Can- 
firltl'j K, rvicr Slstioii, Sprrlnl- 
1»(«. HarloiiBrillo. S^v« oxprinjve 


rUMI".S, tanks, inptcnt 
M«rk 


dipnoi Wofillnir Roftt. Illrlinrdi- 
I'inl 42!-&*Cil. fi^r, Mnin Stlis 


TIJNCIlI'a TO <IVKH>IATII.l\(J 
iil-:it;i ni:sii I;AI:AI;K 
W Main, Rlbo. 42I-.1HO 


Wanted — Automotive 82 


KlIliKlliN 
,-ar 
nanl>.|l. 
Sm.lll 


Aruericsn cin.(l ii.iHlitirtn. !..«• 
tuilcacf. 
4JL-TO"i. 


Industrial Equipment 
85 


ARI'lfAI.T PljANT— r.lltlo Ford 
model 
121-30 
SAf 
015'^. 103 6 


rc.ira old, '^ Ion batch, fotimlrte. 
IncllKllnii 
LWIOO ml. In.ulmvii 


tauL. | %ui K«l Hu.ilM,.,! Iniit 
Alht ltl.1,, I'h.l.L. wndT wrfill'T. 
<rcmr«cl 
Kr,-,l 
,)r 
Karl ll:iii.l- 


W"rV. ^20 .\nrth linlon Xr.. llnm- 
ln«J«lo.irji. P«. Ph. MD-StU. Of- 
fic. M6-oin ercaino. 


I 
BODYWORK 11 


Collision • Painting 


SOBRINSKI 
AUTO BODY 


113 Uk St, R. Stroudsburf 


Dial 431-0101 


Free K-itimates-Qualitj Work 


Why should you 


buy our 


1963 
LARK? 


Custom 


4-DOOR SEDAN 


Been use it 's 
a 
lacn 1, oiie- 


o\i'ncr cur. 
It's in excellent 


condition. 
It 
is 
equipped 


\vitli iiutonintLc transmission, 
radio, 
Iifiitor 
antl 
\vhitc- 


w:ill (ires, 
Antl, best of all, 


it's priced al , . . 


Only $1688 
M 


IKELS 
OTORS 


Cadillac-Olds 


N 9th St.. StroiMlsburx 


DIAL 431-l.:i50 


"The man yon buy a used 
car from is more import- 
ant than the used car!" 


'59 DODGE 


Custom Royaf 


4-DOOR SEDAN 


Equipped wifh radio, heftier, 
fiotver 
s (P R r i ii (••, 
power 


hrjvkes, autumn tic transntis- 
siuii. 
Also has tutone paint, 


nuitcliiiiK interior arid \vhiie- 
\\i\\l tires. 


Only $995 


'60 FORD 


Fairlane 


4-DOOR SEDAN 


tic- drive, radio, heater mid 
wliitewiill trres. A local, one- 
owner car that's in very fine 
condition. 


Only $1045 


HAYNES MOTORS 


"The 
House Thai Service Built" 


f.. 3lh at Scott St. 
Ph. fn-L'SM 


RAY PRICE MOTORS 
3fi3 Main St. 
Phone «l-233t 


USED CARS ARE 


AT THEIR LOWEST 


PRICES RIGHT NOW! 


Check our lot today 
for the best deals on 


these can: 


'K3 Mercury Station \Vaf on 
'Ii3 Ford 3-Door Scdnn 
*G2 Kortl 2-Door Hnrtltop 


'(i'i I^iiicotn Contittcntnl 
'Ii2 Comet 2-Door Seilnn 
'61 Tliuntlcrbiril Convertible 
"GO Buick Convertible 
T.O CailillMC Sedan deVille 
'00 Umlgc 2-Door Sedan 
'HO Mercury 2-Door Setlan 
'fi<) Fonl 4-Door Sedan 
'fit) Jaguar 4-Dor Sc<lan 
Ti!l Plyinoulb 2-I>oor H'top 
'nf> iMrreurv 4-I)oor Hardtop 
"58 I'ontiae Station Wagon 


Most of tlip cars listed above 


arc one-owner cars 


Several OWer Models Avail- 


able — Kxccllcnt 2nd Cars 


"Pennsylvania's Oldest 
Lincoln, Mercury and 


Comet Dealer" 


^--SfE M B^fe->. 
//^G^\\ 
(* rfiUMAKTmt WAARJlMBu *l 
^i&<$$iii%y 
^^iKjvj^^i^ 


'63 FORD V-8 


Fairlane 


2-DOOR SEDAN 


Kquipped wilh radio, heater, 
automatic triinsnmsion and 
ivh;to\vjill 
tiros. 
An 
excep- 


tionally ctiean trLitlc-in. 


Only $425 down 


'60 FORD V-8 


Country Sedan 


STATION WAGON 


A 
local, 
mir-o\vnc*r 
four- 


door model that's In r \ccl- 
Irnl 
condition. 
Cnuipprd 


\»i(Ii power ^IcrriiiR, automa- 
tic 
transmission, radio and 


healer. 


Only $295 


'60 MERCURY 
4- DOOR SEDAN 


A loenl, niif!-o\vn<*r cnr wilh 
full roLiiprncTit and in very 
clean mmu'lion. 


Only $295 down 


Weichel Buick 


"Your Quality Bulek Dealer" 
1001 Main St- Dial itl-SJM 


xl2^ii£££v\ 


^*»n^mtj»u^ 


"The 
Used Car 


Specialist" 


'63 CHEVROLET 


BelAir 


4-DOOR SEDAN ' 


Silver blue model \vlth wliite- 
wall 
ttfes. 
Equipped with 


ftix-e.vlinder e n g i n e 
ami 


standard 
transmiston. 
See 


it ... 
lest drive it fmla.v. 


All our late model ears pro- 
tected from the >\1eatheri rn 
our large, indoor showroom! 
JOLLEY'S 


AUTO EXCHANGE 


\V. Main St.. Strouilsburg 


Uial I21-7(!1B 


E. M. Rinehart 


Dodge - Chrysler - Imparlaj 


Int •rnailonai Trucks 


1875 W. Main Ph 421-2440 


Sco 
our 
snU'snien,- 
Xc*vin 


Buck, Mike llownmn, or Ohio 
Kadford, for the lirst deal on 
a new or used car. 


'57 WILLYS JEEP 


4-WHEEL DRIVE 


lln^ full top and stio\v plow. 
In very clean condition, 


'61 FORD V-8 


Country S.cdan 


STATION WAGON 


Equipped 
w i t Ii 
milomalio 


transmtssioii, 
power 
steer- 


ing, r;utio nnd healer. 


'63 CHEVROLET 


BelAir 


STATION WAGON 


In new car condition. Ertuip- 
pctl with automatic 
trans* 


mission, radio and heater. 


Showroom Open \Ved\j-Thuri. 


•.lid .Friday 'U>, *;aft^^h. 


COURTLAND 


MOTORS 


Rambler-Jeep 'Dealer^ 


SALES & SERVICE 


26 N. 2nd St., Stroudslmrjf 


Dial 43 1-0880 


1962 CADILLAC 
Convertible Coupe 


Lot ul, 1 owner, like nn\v, 


Fully load<Ni, special 


ecjnipnictit. 


1963 CHEVROLET 


/-i-Ton I'icUup 


Like New 


$500 Down 


1963 RAMBLER 
Station Wagon 


Automatic TrnnsmiE&on 


$500 Down 


1963 RAMBLER 


4-Door Setlan 


Automatic Transmission 


Bucket Seals, Low Mileage 


$500 Down 


IV62 FORD 


Pick Up 


$400 Down 


1962 
RAMBLER 


Station Wagon 


Automatic Transmission 


$350 Down 


1962 VALIANT 


•f-Door Sedan 


Standard Transmission 


$300 Down 


1961 FORD PICKUP 


$300 Down 


1962 RAMBLER 


l-l)oor Sedan 


Standard Transmission 


Low Mileagn 
$300 Down 


1962 RAMBLER 
2-I)oor Amrriojiii 


Standard, I,o\v Mileage 


$250 Down 


I960 DODGE 


riiornix 


^-Donr ILinltnp 


Auloinatie TmnMiii^sion 


$250 Down 


I960 RAMBLER 


Slafion \\iiLron 


Stiiiidsird TraTismisvioil 


J250 Down 


1958 MERCURY 


Station Wnpon 


Automatic, transniij.'.inn, 


poner strrrififf, (wurr brakes 


$150 Down 


1956 FORD 


Pick-Up Truck 


$150 Down 


ft No Money Down it 


1956 
PONTIAC 


1956 STUDEBAKER 


J950 CHEVROLET 


&-Ton Pickup 


Many Others 


To Choose From 
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WHO'S WHO FOR SERVICE & BUSINE£S~IN TH^POCONOS 
Leading firms and individuals ivhose services and products are guaranteed to be the finest in the area 
You can depend on any of the advertisers on this page - Re confident - Shop from Who's Who 


Automotive 
Automotive 


SEE '61 CHEVELLE 


• NEW CHEVROLET • NEWEST CHEVELLE 
• NEW CHEVY TI • NEW CORVAIR 
• NEW CORVETTE 


A. E. KROME CHEVROLET 


Gilbert, Pa. 
"Chevrolet Since 1937" 


TRY '64 FORD TODAY 


1»W rOID CALMIE 500 X-DoOf Hardtop 


All '64 Ford's on Display Now! 


RAYMOND PRICE, INC. 


Cntca "Tour Ford Dealer Since 1013" 
595-7154 


Headquarters 
In The Pocoiios 
Wiss Motor Co. 


Hte. «1I, « ml. N. of Stbif, 


Thone «<-16!)0 


VOLVO 
P-1800-S 


$10,000 Sports Cur 
Styling For $3895 


BAYLOR MOTORS 
N. 9th SI,, Stbg 
)!1-IHO 


TEST '64 DODGE NOW 


TRY THE 19M COMPACT DODGE DART ... Thi I rub mw Mmpirt 
In th* lirj* *e*nomy tin. Dart is a [airily compact all the way, Lois o 
room. Lots ol comfort. Lots of performance, And a nice low price. In fact 
few compacts cost less than Dart. Not one gives you so much (or the money 


SEE DODGE - DART & "880" 
H. A. RODENBACH & SON 


BrndhMdsvUle 
Phone 992-1827 


SEE '64 I RIP ALA 


'64 CHKVliOLET 
• 
T. I CHKVEU.E 


'fii CHEVY II • '61 COKVAIH « '61 COKVETTE 


GILVY - CHEVROLET 


Rlc. (ill. Tnnncrsvillr, "Off IJnulc 80" 


FIRST AMONG THE 


FINE CARS 


OF THE WORLD 


M E R C E D E S - B E N Z 
POCONO AUTO CO. INC. 


1050 Congdon Av*., StroucJ Shopping Center, 421-9044 


Auto Service and Accessories 1 
Builder. 


Dunlop Tires 


DISCOUNT 


PRICE 
$7.95 
+ Tai 
and re- 
cap|>nl>le 
casings. 


All Siz« Dunlop 


Foreign Tires 


In Stock 


Bill Delhi's 
Tirs Star* 


13 S. 1th SI.—Fh. 121-8031 


Strourisburg, Pa. 


FRANK MASTEN 


Building Contractor 


New Homes ft Wtngi re- 
modelUig, 
repair 
garages. 


Brick, stone * 
fr»mt> con- 


struction. 
Assistance in de- 


signs, & planning. 


No Job Too Large or Small 


Columbia. N. i. 
IVisl '01-196-3385 


Auto Sor 
id Ac 
Tics 


ALL-WEATHER 


YOU 
«H«nl Traction 


CANFIELDS 


G.L.F. Service, 315 Main St, Stbg—421-1821 


Building Supplier 


HOME 


IMPROVEMENT 


R. C. Cramer Lumtior Co. 


Real Estate 


CHOICE 


POCONO MOUNTAIN 


REAL ESTATE 


AVAILABLE 


Walter H. Drther 


REALTOR 


5M Main SI., Sthf. 


rhono 421 fiUl 


CHOICE RESIDENTIAL K. BKOA1) ST. HOMES 
Our distinctive homos at Unst Brnnd St. hi Knst Stromlilmrjy 
exemplify modern \\\ iii« at its linesl. The area is ncur all 
shopping centers, schools A churches, yet u quiet moilo pre- 
lides. Choice lots are slill available. New homes are available 
for your inspection, Trices start at $17.500 . . . Kasy E^inaneinjj. 
Directions: From Tliruway l\irn nt Franklin Hill Koarf, t»ko 1st 
macadam loft. 
LOUIS MANZIE, Builder 
"Me miter Monroe Co. Muster Builders Jt Con I raelom Assn.*' 


JOfl K. Bryutit St., Blroudshurjf—I'lionc 121-KlliO 


Manzie Homes East Slroiuis.mro Asset 


Unuis J. Mnii/.ir, BuiMiT, of I 


W.t Bryant S(-, Slroudshurp:, Jmsj 
built n great many of the homos 
local rd 
at 
Kt'sulciUial 
East 


Broad 
S1., Knsl 
StroucUiburg. 


Tfip homos uu'Uirod above are 
n fo\v oxinii]!lt>s nf iiu1 mast t>r 
ImiLder member's technique. The 
construction of Uio t'liok-o prop- 
erties lias greatly improved HIP 
area during the past few 'years. 
Mr. Mmr/ic staled the area now 
lias over a quarter of a million 
dollars \vorl h ot new homos. 
During 
(lie 
past 
year. 
Ensl 


Broad St. has been vasllv im- 


Repairing 


GUARANTEED 


WORK 


A clogged 01 leaking radiator 
can result in serious dam- 
age. 
Let us clean and re- 


pair your radiator now. 


CANFIELD'S 


SERVICE STATION 
lit. 611. Bartonsvillc 


SEE US FOtl SERVICE 


FAST and 
EXPERT 
SERVICE 


Iinil rove your cur's prrform- 
ann« with our tuiiR-iip. We'll 
trlritn ami s|mcr phifis; Ch^v'l* 
lioints mid cntidcnsf r; tml- 
mice carhuertnr; clicrk fan 
hell; set liming; fill anil 
clean battpry . . . . 


T 


OWN 
GARAGE 


CorTifr 
Unr M. A T.enos A™., 


onroe 


tecurtiu 


BANK AND TRUST COMPANY 


. . . For All Your BANKING NEEDS 


3% ANNUAL INTEREST 


Friendly PinanciaJ Ad\*1c« 
Four Convenient Branches 


Stroudsburg - East Stroudslmrf 
Brodheadsvillft - Mountainhoi^e 


Mobile Tloniei 


AVION 18" SPORTSMAN' 


TRAVEL 
TRAILER 


Eor Complete Dealils on The 1964 


Avion Travel Trailers Slop In At 
CARL & SHIRLEY'S 


Marshalls Oreck Mobile Home Sales 


From 


Tuneups 


To 


Overhaul 


United Delco Tuneup Center 


• Tuncup« 
« .Muffler Service 
• Shockf 


• Valve Jobs 
\Vherl lionrinsr Tacking 
• Ignition 
• Wheel Balancing 
• Carburetion 
• Cooling Syktcm* 


HERB BUSH'S GARAGE 


\Vf»t Main Jj(., Slrourlshurg 
421-S14* 


EXCAVATION 


All Type Equipment 


For General Excavation 


Purposes 


Sro 
us 
nlso 
for modified 


t'rushrr — run or ooiirsw slmla 
for IKISR or [lr[\-pwav nintcr- 


I ("Vl'tt Aviiilabln now 
^' 
"-^ al 
N'orlh([ntt! 


K<lnlo« off 
His. 
fill 
A 


Phillip SI.. Slrnliilshure. 


PARDEE PLACE 


Star Route, Knst Sfrnudsburg 
Thono -*2I-^ 


CONVERT TO OIL 
NOW! 


Now's The Time to Convert 


Your Present Heating Unit To 


DELCQ.HEAT 


CONDITIONAIR 


Product of General Motors 


DEFX^O-HEAT condllionnlr will ninlnt.iin rnnifort level honi 
ivhattner *ho wmHiPr. 
ll's iiutoiiinlic, nenLs no stt^ntion, 


burns fuel only ulicrn you nwxl i(, nnd correels "up and HOMTI" 
Irmiicnitiires lhat arc so uitnmon «ith uut-dutcU heating 


H. L. CLEVELAND CO., INC. 


15 Cryslnl SI., K. Stl>c. — I'll. 121 M8I 


liifls ftir Ilic Ilium- 


RCA 
COLOR 


Now As Low 


As 


469 


95 


WITH TRADR 


JEWELL ELECTRIC 


proved 
wilh 
nru* 
surf act ii.q;. I 


Many olhrr froiru-s have* sprutipi 
up in Ihe nrca Dff lin^ad Si. 10.1. ; 
Mr. Maiuic curronily is IniiLl- 
• 


ins 
a. lunno off Rnuvl Si. tit : 


Lions and ]{n/on Sis. The no-.v i 
colonial rntu-hor incliul^s n lull 
] 


basomerU with Rarapc. :\ bod- ; 
rooms, kitchon nnrt ciinins rnnm. : 
III Hie IS.OOO dollar i:in^ The j 
2-1 x 45 rancher also iiu-luiins j 
the lot in Us price. Mr. MHII/.U- 
stated that presently ho boli«?v-j 
(xl lie wouUl Vmild scvoral homes 
in tlie $15,000 cla.is in tlio same 
location. Tho lovarion 
»>f t li F> 


residential Kast Broad St. de- 


is near 
town and 


iping conlors, church- 
h'MiN, yet. a feeling of 
u ysujo 
i? 
apparent 


nmny trees and t h e 


q x i i f t , 
peaceful 
surrour.dingis. 


Mr. Man/Jo staled lhat future 
plans in the area rnled fur ad- 
ditional quality ivinies, newly 
pa\>-\l si reels, and several new 
si reel nam> 
(s. Mr. Manzi*? is a 


former President of the Monroe 
County 
Master 
Builders and 


Contractors Association. 
T h e 


home lie is currently building is 
pvlicduloti for an opening some- 
time after Kaster. 


OFFICE 


EQUIPMENT 


Office 
Supnli<M nnd 
Krtulp- 


mrnt . ., Ilio host friends 
your staff ever Juid Cull for 


STE1NHAUER 
STATIONERY 


710 .llnln Sf, IJinl 421-13.10 


Uecnndilioncd Appliance 


I5arp,!uns In Our 


Dcpt. Are Guaranteed! 


TESTED 


APPROVED 


SUAKANTEEO 


Eloctrlo Shop 
Main Floor 


A. B. Wyckoff, Main St. 


llottlnl (ins Sc 


Quality Coniroded 


Bottled Gas Service 


Financing Arranged 


Pocono Gas Co. 


"We Not Only Sell 
But Service Ax WeJ!" 
Cresco. Pa.—Ph. 595-253 I 


— PRINTING — 
Aiiln Giuss 


From menus to 


mailings, we 


print everything 


right 


Card* to catalogs liilEa In hrondsiilrH . . . 
whatever >nur printing fircils, >ou can counl 
on nx tnr qllnlily ivnrknian^hip. rlr|>rn(lalilc 
•crilco, rrasonalilo cost. Free estimates. 


Remember: the best printing is 


under the Sun label! 


SUN LITHO-PRINT, INC. 
G'i N. (,'tmrtlan<l St., l):ist Slhg.—131-3'UO 


Windshields of All 


Kinds Installed 


Straight of 
curved, safety 


regular or tinted gtasv 
Jol ley's 
W. Main SI. 
I'll. i;i 7616 


Hiding Mowers 


JACOBSEN CHIEF 


Low Down 
Paym«nt— 
Eaty 
termi 


G. W. SE8RING & SON 


Fables Finis Off N. 51h St.. SthR.—421-8980 


NEW 


GEH L 


MIX-ALL FEED MAKER 


MAKES 2 TON OF FEED IN MINUTES 


Ccimnlcfcl.v Aiitonmtic. Mixes, Grinds & Delivers The Fe«d 


Made By The Original Makers ot Mix-All Feed .Maker* 


MILLER - OLIVER 


BroiiheadsviUe 


Farm & HiiililinK Supplies 


FROM THE FOLKS WHO MAKE TH£ BIG TRACTORS 


ALLIS-CHALMERS 


B-l TRACTOR 
Big 7'/2 Horsepower 


Attachments For: 


SNOW THROWER 


SNOW PLOW 


TEST DRIVE THIS REAL TRACTOR. 


VERSATILE FOR YEAR 'ROUND USE. 


KRESGE'S FARM & INOUST. SVC. 


R.D. 2,S)roudsburg 
Prione 992-4486 


STORM! 


DAMAGE? 
Clean It Up Fast 


With A 


HOMELITE 


S»» ft Today I 


RAY HARTMANN & SONS 


New Route 209 (formerly 402) MinTsTnk Hills 421-3326 ' 


13 itc3i.n.iiiiit'4ttuD 


Oftltlt 
11 141 
If. 


*1«ll bli tM c 
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You Must Report 
That Extra Income 


PHILADELPHIA 
— "Don't 


forget to include that extra in- 
come when you prepare your 
1963 Federal tax return, Ken- 
neth O. Hook, district director 
of Internal revenue, told tax- 
payers today. 


He pointed out that interest 


on savings accounts and 
U.S. 


pavings bonds, 
tips, 
most 
di- 


vidends, 
profits 
from 
hobbies 


and from sales of property are 
all taxable income. 


The taxpayer should read the 


form and instructions which list 
Hie various items of 
income 


i hat must be reported. A: 
tjencrnl rule, all income from 
all sources Is taxable, 
unless 


specif it-ally except cd by law. 


Taxpayers who fail lo report 


all taxable income will have to 
pay an additional tax due 
well as interest of' six per cenl. 
They may also be subject to 
penaUics. 


Modern electronic equipment 


Ls now being 
installed 
by In- 


1 ornal Revenue to help ensure 
ticouratc reporting 
of 
taxable 


income. 


Complete Tax Records 


Have you been reading anc 


hearing about "ways to save on 
your taxes? The essential first 
«iep to tax savings is complete 
tax records. These records dr 
not have lo be fancy, just com 
plete, accurate, and current. 


In many cases, the simpler 


the bolter. That's the tax ad 
vice today from 
Kenneth O 


Hook, District Director of In 
tcrnal Revenue Service. 


He said that one of the easie: 


ways to "set up a bookkeeping 
system is to get a supply 
large envelopes or folders. La 
bcl them according to the type 
of income and deductions 
yo1 


have. 


Accumulate tbc 
in forma tiot 


as you go along. 
Preparatioi 


o[ the tax return will be mucl 
easier, with less chance c,f ovoi 
4uto Accident 
Suit Filed 


STROUDSBURG 
- Arlington 


,T. and Iva M, Serfass of. Pa!- 
niorton, HD 3, yesterday filed 
Euit in the office of F r a n k 
Smith, Monroe County pro- 
thonotary. The suit asks a sum 
not to exceed §10,000 in damag- 
es. 


The suit stems from an acci- 


dent Involving I>allas Slrohl of 
Wind Gap HD 1, Dec. 8, 19G2, 
In Ross Twp, near Saylorsburg. 


Serfass alleges that 
Strohl 


was operating his car in a neg- 
ligent manner when It collided 
vith his car. 


wking any income or deduc- 
ions, when this is done. 
Hook asked taxpayers not 
lo 


il their records wilh the re- 


urn. 
If the return is selected 


or 
audit, the 
taxpayer will 


.eed 
the records 
to hack up 


lie items shown in the ro 


Hook pointed out 
that good 


ax records are vitally impor- 
ant to taxpayers 
who 
have 


ravel and entertainment 


itemize deductions, have 


ncome other than wages, op- 
erate businesses, or who have 
iold p roper t y or 
i LI vcs t m en t s. 


Some payments received by * 
axpaycr on account of illness 
ir personal injury are not lax- 
abl e inco m e for Federal Tax 
HI r poses, Kenneth O. Hook, Di- 
rector of Internal Revenue foi 
he, Philadelphia 
District, 


oday. 
The law allows 
(subject 
to 


certain limitations') a taxpayei 


e x c l u d e 
from 
income 


Tmounts received under n wage 
continual ion plan 
financed 
bj 


lis employer, when he is absen 
'com his job due lo injury 01 
sickness. 


In 
this case 
the 
Uixpayci 


must attach a statement to hi 
return showing computation of 
the amount excluded, the dates 
of absence, and whether or not 
he was hospitalized. 


Exemptions 


Other types of payments that 


are not t a x a b l e are 
those 


made: 


1. For damages under a suit 


or in settlement of a claim un- 
der 
Workman's 
Compensai ion 


Acts, and under an accident or 
health i n s u r a n c e policy on 
which the taxpayer 
pays 
the 


premiums, 


RETIRES AT TOBYHANNA — Ma.j. Edward L. Phillips, of Cresco, who 
won Silver Slav for gallEintry in Korean War, is shown with his wife and 
sons. Kenneth, left, and Ten-ill, as he ended Army career Friday at Tohy- 
liumm Army Depot. 
(US Army Photo by Miellicki) 


Cresco Major, Former Miner 
Retires At Tobyhanna Depot 


TOBYHANNA — A 
former 


coal miner who entered 
the 


Army as a private and receiv- 
ed ;t bt'iltle/iold commission dur- 
ing the Korean War, retired 
with the rank of major nt the 
Tohyhamia Army Depot Friday. 


Mnj, Edward L. Phillips, -16, 


of Cresco, worked in Kentucky 


2. On account, of a taxpayers ] L.oa| mj,lcs for Six yenr.s before 


contribution to an accident 
health plan jointly financed 
by 


him and his employer. 


3. Under an c m p I a y c r-fi- 


nanced plan covering sickness 
or injury to the taxpayer or his 
dependents;, if received as 
re- 


imbursement for medical cave, 
or as compensation for the per- 


i nianent loss or loss of use of 


a member or 
function of 
the 


ixwly, or for permanent disfig- 
urement, 


4. As pensions, annuities, 
or 


similar allowances to an indi- 
vidual for injury or sickness re- 
sulting from active service 
in 


the armed forces of any coun- 
try, or in the 
United Stales 


Coast and Geodetic Survey, or 
n the U. S. Public Health Serv- 
ice, or to iiis beneficiaries by 
reason of his death. 


Document 5016, which 'urnish- 


cs more detailed information on 
this subject, is available upon 
request from the Inlerral Rev- 
enue Service, District Director 
Philadelphia. 


24-Maii Monroe Grand Jury 
To Hear 5 Cases Today 


Stock Market Quotations 


(The ttock qoot*tlon» nut)!l»hc-t1 


tirri* wero furnished h>' Ihe As- 
ftocLatrd Fi-css *nd ]>y Carl 
.M. 


I.oelj. RhoadR 
Jt Co., of ]« N. 


f-cvendi fit., SlronilAtHirr, ni»-m- 
hrr» of the New York Stock Kx- 


NEW YORK (AP)— Closing ilocks: 


Hifih Loir Close 


ACT lnduslriea. Inr. 
f63i 
fi5 
fa 


Adams Exprew Company »\ 
2SJ.4 3S^ 


Air Products 
5Mi 
4fl*» 5Q\ 


Air 
It eduction 
Co.,lne. 
5S1* 57 li 
5S"i 


Allcchnny CorporaUnn 
11 ',i 
ll^i 
ll'-i 


Allegheny LudJum StePl 
40 
X?:T 
3.1 'i 


Allegheny Power S>ilem W:i 
EO'i 50". 


Allied Chemical D/e 
r>l't f^a 
M'i 


A l l i s Chalmers Mfg. 
lfi'« 
IT)7, 
J6 


Alluminum Co. ot A. 
Tl'i 
T.T-i 
~ii 


Aluminum Ud. 
28 
27 \ 
2S 


American Airlines Inc. 
?f>'\ 
"J5U ?£\ 


Amencan Brake Slioe 
SO'i 
50 'i 50'i 


American Csn Company 
41'i 
< L J , 
41~* 


A niej-i can C vanam i d Co. 
5!) ' i 
5S J i SS'i 


American Stsirh, i 
Fdy, 18', 18^ 
1SH 


American Motors Corp. 
17 
lfi:i 
IBTi 


AniPrifan Smelling* Riff. 
!KI\ R3\ 
B0:, 


American -Standard 
American To] t Tel 
American Tobacco 
Co. 


Anaconda Company 
A rn«.-o Kiecl Compa ny 
Armour 
<<-• Company 


Armstrons Cork Co. 
Aslilrtnd Oil A- Rfp. Co. 
Aldiiwn T. A- fi. Rwy. 
Atianlir Rerinmg Co. 
Avco ManiilacLuring 
AVC Corp. 


UTi, 


. 


Ill 


131, 


Internatio 
I.T.E. Ciivuil En? 
John? 
Manville C 


Jones A Ijinghlin ! 
Joy Manufacturing 
Katscr Alum & Ch 
Kennecoll Copper 
Kcippers Comp; 


. 


l Tel A Tel 
57 


i Portland" Cn 


sin 


iJbby 
]jhh.v McNeil 
jfr Libliv 


LiRSetl A: Myers Tob. 
Tallinn 
Jndu-.trii?^ 


Lukpns 
Sleet Company 


-\l ick Truck <; I ncorp. 
Maralhwi Ol 
Martin Marietta 


Corp. 
]?,J 


Hoi I 
A- 
J 


Kcmlix C 
r.cihlche 


Rurlmfitoi 


neve Pipe Line Cu. 


«• ru* F.ne Clompanv 
•va Watch Company 


Indu 


ij.T., 


c,ii(*rpiilar Tractor Co. 
Cclaneip Corp. of Am. 
Chesapeake A- Ohio 
Chr>s)er C^rporaUon 
fides Scr\ic-c Company 
Coca-ColR Comnany 
Coleate PalmDtix't Co. 


opoland 
F!<-f j jgeraf AT 
' 


Cu 


. 


ZellcibarJi Corp. 


ic Slcel Co. nf A 
s \\rijtlil Corp. 
, 


I'elaware *- Hudson Co. 'Jl', 
- 


tmutfa* Aircraft O>..Tnr. as 
how Oii'mical Conipany t^'i 
Iirosser IniSuslnm 
" 2i'-i 


MuPont tie Nt-mobri* 
^3 
^ 


1'i.u-ues/ie Light Company &-;, 
K a stern 
A I rt i nrs 
sj • ; 


Kastnian Kodnk Co, 
liS'i 


Kndlcott Johnson Corp. 
Jg 


Krjc I^rVAWKnna RflLJmnd ^ij 
Firestone Tire & Rubber M 
Florida Powpr 
4,11; 


Hoi-Ida Power and Lljrhl 70',i 
Food I'^ir 
21 


Fiioil Mai h A- Cfirm Co. 
firi 


Fom Motor Company 
r/1 


Krwport Sulpiiur 
33 


(tcr.oml AcvepUncp 
30 \ 


funeral Cijrar Company 
42-i 


f j rn e ral Oynn m Its Corp. 
2Ti :4 


flrnftTl Flerldr Co. 
W 


Hcronil P'oo-Ii o-rp. 
K l « ; 


tifneral Mnlors Corp. 
80', 


t^eneml Tel A. i:]<-ctron S2\ 
Cetipml Tiro A Rubber 
71 


<iil!etlp Company 
MS 


CHen Aliten Corporation 
l^i 


Ooodrlch <HFj cywipflny ^3S 
Ooodyrar TAFl 'ComiMny <l"i 
c,n?c Comp*n.v 
5['i 


Oirat AURntlr * PAPlfic Wi 


Crulf O:l Corporation 


fc llAm mr rmil I P» per Co. 
|H«rcuJe< rodder Ox 


!»t 
Airliner 
1m 


Pennsj'lvania 
P 


)«.i-Co[a C',m 
km Klmer 


Public- Svr. K 


ol Onnp 


. A- Gas 


Army in 1943. 


His first assignment was \villi 
:c 
Ca v a 1 r y 
Keplacenient, 


r a i n i n g Center, Ft. 
Riley. 


ans., where he was trained as 
radio operator. The cavalry 
as slill ustiip liDrscs at 
(lie 


ime, he rernlls. 


Phillips .spent World War II 


in the slalcs, but saw lols of 
action in the Korean War. 
He 


was 
a 
communications ser- 


geant wilh un infantry battalion 
in Okinawa when the Korean 
conflict began. 


While fighting with the 27th 


Infanlry Regiment, also known 
ns Hie Wolfhounds or Fire Bri- 
gade, he won the Silver Star 
for gallantry and a battlefield 
commission to second lieuten- 
ant, 


Amphibious Landing* 


After the war, he served with 


the Rjlh Infantry Rcigment in 


STROUDSBUHC; 
The 
1M-, 


nemher Monroe County Grand 
'ury will com cue (oday at 10: 
i.ni. 
in 
the 
courthouse 
in 


itroudsburg to hear five caws 
ehcdulcd 
for 
the 
February 


emi of court. 


Cases being heard include: 
John K. Roberts — resisting 


irrcssl, Joseph G. W a r k a 1 a, 
prosecutor; Joseph J. Rohm Jr. 
— operating a car without the 
consent of the owner, Russell A. 
Decker, pros.; Lev! Keesler - 
failure to stop al the sveno of 


accident, Homer 
J o n e s , 


pros. 


Also, Floyd l->linger — 
tis- 


saulL and battery. Mrs. Susie 
Ever ill, 
pros., 
and 
Ttmmas 


Widrlo.ss — assaull and battery, 
Diane Widdo.ss, pros. 


Serving on the jury empan- 


eled in December, 1PG3, arc: 


Robert W. AHcmns.c, Michael 


Bixousky, Emma 
C- 
Kre^or 


anil Ella Milts, all of Chestnut- 
hill Township; Howard Van- 
Over, Marion S Locum, 
Pauline 


C. Cyphers, Vcrnetta F. Deck- 


Isabel M. Glasson and For- 


rest. H, Haney, all of StroutLs- 
burg. 


Also, Sadie McCool and Paul 


Frailey, Ixitli of Pocono Town- 
ship; Margaret Loncy and Miva 
L. Dclrick, both of 
Hamilton 


Township; Maurice K Kresgc 
and Sterling W. Snyrier, both of 
Polk Township, and A v o r a 
Tcrrill of SmiLhfield Township 


And, 
Samuel .T. Everett anc 


Cart vTcxLcr, both of 
Barrett 


Township; Waller Dutter of Mi 
Pocono; Joseph ,T. Gerrily 
ol 


Coolbaugh Township; Alvln F 
Niernig of Paradise Township 
Harold O. J. Cleaver of SI rout 
Township, and George FJ. Smitl 
of Middle SrnilhfioM Township 


ermany. Transferring to 
Ihc 


Signal Corps in Ii)j7, ho was 
given a two-year special os- 
ignment with the Navy. 


As as.sislajil communicalions 


>ffker oil a Joint Staff of 
all 


he Armed Forces, he lielpec 
ilan and carry out amphibious 
jjroup 
land ing 
hrai ni tig exer- 


rise. 


Landings were practiced 


he coast of California and 
and of Taiwan. 


At Tobyhanna, where he hac 


icon stationed since November 
H61. lie served as executive of 
'iccr of the 372d Signal Bn., t 
Strategic Anny Corps unit. 


In addition to the Silver Star 


Major Phillips holds Ihe Com 


Infantryman's Badge 


Korean Service Ribbon wiUi 
liallle stars. 


He is married to Ihe forme 


Stella OdelL Johnson of Whil 
well, Tcnn. Their children ar 
Kettncth, IS, a student nl \h\ 
College of Wiliam and Mary 
\Villiamsburg, Va., and TcrhV 
IT, a senior at Pocono Moun 
lains Joint Junior-Senior 
School in Swiftwatcr. 
nig 


Sportsman Snow Speaks At ESSC 


K A S T 
STROUDSBURG — 


Edward R. Snow, noted Inclur- 


nncl aiiltmr, will speak 
at 


lie East 
Slrouclsbui'g S t a t e 


College convocation Wednesday 
t 3 p. in. in Iho college audilor- 
utn. It is open to the public, 
roc of cliargo. 
Snow, 
called by tlic 
New 


York Times "jusl 
aboul 
the 


)cst chronicler of the days of 
ails alive today," is a Yankee 
author and lecturer who 
has 


r i 11 e n almost 
forty 
books 


ibout shipwrecks, buried trea- 
urc, piracy, mutiny, and niys- 
erics of tbc sea. 
lie is also known as the Fly- 


ng Santa Glaus over the light- 
louscs, as on 
each 
Christmas 


ince 1936, missing a year 
in 


!)12 while recovering from war 
vounds, Snow has flown more 
han 100,000 miles in all types 
of 
planes 
to carry out 
his 


Christmas missions of dropping 
wckagrs for the keepers and 
heir families. 


Explorer's dull 


Kleclcd seven years ago to 


the exclusive Explorer's 
Club 


of New York, Snow is also 
ucmbcr of a 
society whoso 


Kdwurit It. Snow 


RUPTURE-EASER 
t.M R.iUlP.LOir 


Pal. .._. 
)6M5S1 
A lire 
pact U 


rittinf 


;ducjb]« 'iniSlfajJ^SSlr B^S 


Flagler's Pharmacy 


ll Main St. 
Dial 421-803 


1121, ilO^ 111' 


F'.p;nJinc f'ornpiny 


irtr; iw i w> 


Oii Co..Inc. TO-. 


Soimiejn Pat-J 
Koulhern HmlwAy 
Spcerr>- Rand Corp, 
KLindard Uranrt-: 
In 


Klani!?rd Oil Califoi 
Standard O.I Now J 
.^tu'lcb^ilfor 
Tcxnco Incorpornlpf 
To.n.1 Cult I'jtuJiic 
'JV.vss Ciilf Sulphur 
'l>vU-i:i Inc"i'porau 
Tide Water Oil <>.. 


Unit eel A 
United C. 
United Si 
Umlr-d si 
United H' 
Unliod Si 
United Slal< 
tJnivorisdl 


SmclUr 
H'frl 


Oil Pmd. 


Wn]«rr>rth Cnmipan; 


Union Tof. 
C'i>. 


Four things 


we 4*5111 do to help 
you invest sensibly 


1. 
We can place one of our Registered 
Representatives at your service to discuss 
your investment situation. 


2. We can give you facts we have at our disposal 


about companies you may be interested in. 


3. 
\Ve can offer you an opinion with regard to 
the risks and rewards inherent, in your 
program. 


'i. 
\Vc can offer you a free copy of "DIVI- 
DENDS OVER THE YEARS" which gives 
you records of more than 500 stocks that 
have pair] cash dividends every year for 
-o years or more. Or send the coupon. 


Own Your Share of American Business 


Carl M. Loeb, Rhoades & Co. 


Members New York Stock Exchange 


Frederick Tifus, Manager 


18 N. 7th St. 
Dial 421-3 100 
Stroudsburg 


I .Slop in, ptiono or niai] Uiis coupon tcxlny (or your free copy 
i «r "DivirjKMxs ovi:n TIII-: VKARS, A BASIC OUIDK KOR 
| COMMON STOCK [XVKSTM K.ST." 
I 
I Natilr? 
I 


5 directions 


to follow 


for wise investing 


You may want to own stock with the aim of building a second 
income. Or to give your money'a chance to increase as the 
years fiy by. Whatever your goal, here arc 5 directions to help 
you stay on Ihc track: 


First, give careful thought to the broker you choose. At a 


Member Firm of tbc New York Stock Exchange you'll have 
the help of a broker who, when he was registered, had to 
meet Exchange standards. Though Member Firms may difVer 
in many ways, they arc all subject to the Exchange's rules 
and regulations. 


You'll be wise to be candid wilh him about your resources 


and ambitions. For the investing route you take depends 
upon where you hope lo go. And you're more likely lo get 
there when your invcslmcnts snugly lit your goals. He can 
help you wilh your decisions—but don't expect to lind a 
crystal ball on his desk. 


Second, weigh the risk against the reward. Some companies 


have prospered greatly and their sharcowncrs have benefited 
—sometimes handsomely—from Ihcir growth. But other com- 
panies have found the going rougher, perhaps making no 
profit, paying no dividends. Keep in mind, too, that stock 
prices, like other prices, fluctuate for many reasons. 


Third, consult your pockclhook. Are your living expenses 


amply cared for? Have you made proper provision for emer- 
gencies? Do you slill have funds left over? Then you may be 
ready to consider making some of your dollars work as hard 
for you as you worked for them—through investment in 
good stock. 


Fourth, always distinguish bciwccn fact and rumor. When 


lips and rumors have no basis in fact, they can cost you 
dearly. Ask your Member I-'irm broker to help you check 
earnings and dividend records, sales irends and other impor- 
tant information. And inquire about Ihe relative safety and 
stability of bonds. 


Fifth, send fora copy of "DIVIDENDS OVER THE YEARS." 


The coupon below will bring you, free, the records of more 
than 500 slocks lhat have paid cash dividends each year for 
25 years or more. !l also tells about the Monthly Investment 
Ilan through which you can start acquiring stock by invest- 
ing with as little as S40 every three months (S3.08 a week). 
Send the coupon today. 


Own your than of American builnau 


Members New York Stock Exchange 


SFND FOR rufF. BOOK IT T. Mail (o a Member Firm of (he New York Stock 
n*changc, or to the Nciv York Stock Exchange, Dept. 4-C, P.O. Box 
1070. New York. New York 10001. 
fi07 


['lease-send me, free, "uivmEMisfm R IMF, YFARS, a tmic guide for com- 
mon stock investmcnl." 


NAME. 


pecial objective is to locate 
annon under water, and he is 
ctivcly engaged in scuba div- 
ig every summer. 
Three of his ancestors wore 
n the Mayflower, while Nicho- 
s Snow, the first of the Snows 
i this country, arrived three 
oars later on the As.ne. All 
ion in his family for gonora- 
ons back were sea captains 
xcept his father. 
Deciding early in life that 
lany people who wait until re- 
rement to see other countries 


never cany 
out 
Ihier 
objec- 


tives, Edward journed all over 
the world in sailing vessels and 
oil tankers between 1019 and 
1928. 


The youngest member of his 


class at Winthrop High School 
in Massachusetts, after touring 
the world he entered Harvard 
to graduate wilh the Class of 
1932 as Hie oldest member of 
that group. 


He has won 171 medals 
in 


t r a c k , field, and 
swimming, 


was an extra in throe motion 


pictures In 'Hollywood, and 
a 


life guard at Long Beach Cali- 
fornia, and Helena, Montana. 


Most of 
Uie figures 
in his 


life arc of the sort known 
as 


astronomical. He has paddled 
in his canoe, alone or 
with 


companions, 60,000' miles. 


He has received more 
than 


35.000 letters from all over the 
world on his general subject 
of Ihc sea, piracy, and ships. 


For th< past five years 
he 


has been writing a column 
in 


the Patriot Ledger of Quincy. 


Complete 


Financing Service 


Advisor • Underwriter • Distributor • Dealer 


PEN 


Authorities 


NIA 


Municipalities 


Kidder, Peabody ^ Co. 


F O U N D E D 


a York Slot* I 


PHILADELPHIA 9, PA. 


Fidelity-Philadelphia Trust Bldg. 
Phone KI 5-1600 


SCRANTON 8, PA. 


North Eastern Nrtionkl B«nk Bids. 


Phone DIS-iMl 


Every ambitious young man 


should 


own 


Iiis 


own 


banker 


(But How?) 


Nobody lives the good life anymore 
without the help of a banker. Just 
ask Die mail who owns one. 


Oh, some people save faithfully 


for years and end up wilh a nice 
little nest egg. Fine. But that takes 
time, and 
if you're like most of 


us, you've realized that Lo get the 
things you want, you'll probably 
need 
to 
borrow 
sonic 
money. 


Maybe to buy R house or a car, 
to put the kins through college, to 
start a business, any numSwr of 
things. 


So you need a hanker who can 


make a lot of difefrent kinds of 
loans when you need them at Uic 
lowest 
interest 
r a t e s . 
Who? 


\Vlierc? Uow? 


Tick n "Futl Servicn" hanker 
The only kind of banker to own 


Is one who works for a "Full 
Service" 
bank. 
"Full 
Service" 


means more than chcfkinp; 
anrl 


savings accounts. It means all kinds 
of loans, Ion, 


Other types of financial institu- 


tions lend money for sonic things. 
Some make real estate loans. Some 
make auto loans and others make 
personal loans. All at varying rates 
of interest. 


But a "Full Service" bank con- 


sistently makes lower-cost 
loans 


for practically any purpose you cnn 
name. 


Get to know a "Full Service* 


honker 


Although a banker is willing 


(even eager) lo lend money, he 
can't pass it out to a complete 
stranger. 
You've got to get ac- 


quainted. Acquainted with a bank- 
er? 
Sure. Like this: 


1. Go to your "Flill Service" 


bank, like Monroe Security, lha 
one where you probably keep your 
checking account. 


2. Pick out one of the bankers 


fnot the pretty teller—one of tiic 
desk men) and introduce yourself. 


3. Open a savings account (and, 


if you don't have one, a checking 
account) and make regular de- 
posits. Ah, you say, I knew there 
was a catch somewhere. 
But it 


works. Now you're starting lo own 
your own banker, and the more 
you do for him, the more he ran 
do for you. Let's face it — fc.v 
things impress n banker more than 
money, at least during banking 
hours. 


4. Now — when you need a little 


cash, borrow it from the bank in- 
stead of from your savings. 
Pay 


il hack on linie. 
Do this a few 


times, and, believe us, you're on - 
your way to a 
long, beautiful 


friendship with a banker of your 
very own. (But got started soon, 
while there is still a good supply.) 


Security 


BANK & TRUST COMPANY 


MAIN OFFICES TO SERVE EVERY BANKING NEED 


STROUDSBURG— 7rh & Main Srs. EAST STROUDSBURG OFFICE— 93 Crystal St. 


IARRETT OFFICE— Mountainhem* 
WEST END OFFICE— Bradhcodsvilk 


POCONO OFFICE— ToniwovilU 


Member Federal Deposit Insurance Corporation 


